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XCEPT for the correction of obvious errors, the bibliographic information is as given 


in the review or reviews. 


It is, therefore, in many cases incomplete and in some 


probably inaccurate. Each quotation immediately follows the name of the journal from 
which it is taken. Where no plus or minus trend is indicated, none is apparent in the 
review. The wealth of material available has made it necessary to omit reviews of books 
known to have been published in 1935, or earlier, and to use judgment in the listing of 


reviews of annuals and new editions of well-known books. 


Cross references have been 


omitted both in the text and in the index. The index is made according to the broadest 
of subject headings and the headings will be revised as the requirements of future 


material dictate. 


Space limitations have not permitted the publication of hundreds of 


reviews of books previously listed which have been duly recorded at the editorial office. 
Notations of additional reviews of books listed in T. B. R. I. will be sent upon request 


whenever available. The Editor. 





L’électricité 
Paris, Actualité 


G64. Actualité technique. 


au service du_ public. 
Technique. 20 p. 

Ind. électrique, Jy 25 ’36, p. 55, 1 col. + 

965. Adam, M. Comment supprimer les 
parasites et les brouillages en T.S.F. 3rd 
ed. Paris, Radio-Magazine. 112 p., 52 fig. 
5: ie: 

Rev. gén. de N 14 °36, p. 618, 1/5 
col. C. B. + ne 

966. Aetna casualty & surety co. Let’s 
be skillful. Hartford (Conn.), Aetna Cas- 
ualty & Surety Co. 13 P- Free. 

Nat. safety news, Ja ’37, p. 58, 1/2 col. “Written 
primarily as a molder of attitude to make skillful 
driving ‘fashionable’. Presents in an attractive way 
what the skillful driver knows and does. . . Should he 
valuable for use in high schools in working out special 
+ projects, since there is an opportunity for the student 
to dig out the essential points and list them.’’ D. S 
Berry. + 

967. Aluminium-zentrale. 
taschenbuch. 6th ed. Berlin, Aluminium- 
Zentrale, 1936. 337 Pp. — & 

Brewers tech. rev., D ’36, 411, 3/5 col. ‘‘Addi- 
tions: The Processing of po nt The Standardi- 
zation of Aluminum Alloys, Simple Methods for the 
Identification of Different Alloys, Chemical Colora- 
tion, The Chemical Properties of Aluminum, and a 
List of Alloys Acording to Their Elementary Compo- 
sition. . . Incorporating also the outstanding and ap- 
proved chapters of previous editions, presents a new 
face, fully meeting the present-day needs. Thus it 
will not only be of aid to the practitioner, but also 
to the scientist who desires a reliable reference 


source.’ 

968. Aly, B., Ed. Electric utilities. 2 v. 
annual debate handbook, 1936-37. 
en (Mo.), Lucas Bros., 1936. 440 p. 


Pélectricité, 


Aluminium 


10th 


Am. city, N ’°36, p. 95, 
consists of a Mie Bi 


1/7 col. “First volume... 
of special articles by experts, 


each on some phase of the electric light and power 

question. The pros and cons of public ownership are 

presented, and the lessons of TVA are cited. The 

second volume is a collection of reprints from books, 

magazines and official reports on the subjects.’’ (See 
060.) 


Book 


pt. 1. 
charts. 


969. Am. soc. for testing materials. 
of A.S.T.M. standards, 1936 issue, 
Phila., A.S.T.M., 1936. 898 p., il. 
$7.50. 

Welding eng., D ’36, p. 47, 5/9 col. “‘New stan- 
dards adopted in 1936 for twelve different groups of 
materials are covered, as are revisions in some 35 
existing standards of —— —— oi 

Machinery, Ja "37, p. 364 1/2 col. “Included in 
the 335 standards in Part Ti are specifications and 
test methods covering many widely used non-metallic 
materials, Electrical insulating materials; rubber 
products; waterproofing and roofing materials; paints 
and varnishes; refractories; textile materials; cement; 
concrete; coal; timber, etc. is + (2 v. 2400 p. $14.) 

Wire and wire products, Ja ’37, p. 49, 1 col. + 
(Fe. }) 

Eng. & contract rec., Ja 6 ’37, p. 

Power, Ja ’37, p. 51, 1/2 col. + 

Am. machinist, Ja 13 ’37, p. 33, 1/2 col. + 

Railway age, Ja 16 ’37, p. 157, 2/5 col. + 

970. Am. soc. for testing materials. 
posium on_ high-strength 
methods. Phila., A.S.T.M. 125 p. $1.50. 

Foundry, D ’36, p. 80, 2/5 coi. “Cover ¢hemical, 
physical, manufacturing and fabricating properties of 
metals and alloys employed for such constructional 
applications as buildings, ships, bridges, railway car 
bodies, automobile bodies, airplane wings, tanks, con- 
tainers for the chemical industry, ete. 

Metallurgia, D ’36, p. 56, 1/2 col. “Latest infor- 
mation and data are given in these papers on carbon 
and low-alloy steels, corrosion-resisting steels, alloys 
of copper. alloys of nickel, and alloys of aluminium 
and magnesium.” + 

971. Am. soc. of planning officials. Plan- 
ning for city, state, region, and nation. 
Chicago, Am. Soc. of Planning Officials, 
1936. 170 p. $2. 


16, 1 col. Oe a 


Sym- 
constructional 











74 


Public mgt., N °'36, p. 349, 1/5 col. “Re- 
vision of zoning ordinances, experience with city 
planning programs, inter-country organization, politi- 
cal and administrative aspects ‘of regional planning, 
and planning for public works are some of the sub- 
jects discussed.” + 

Am. city, D ’36, p. 101, 2/7 col. + | 

972. Am. welding soc. Tentative rules 
for the qualification of welding processes 
and testing of welding operators, N. Y., 
Am. Welding Soc. 25c. 

Welding eng., D ’36, p. 48, 1/4 col. “Cover plate 
welding (either butt or ‘fillet welds) and pipe welding. 
In the appendix, suggested sets of specifications are 
given, covering (1) oxyacetylene welding, (2) metal- 
lic-are welding, and (3) carbon-arc welding.” + 

973. Anderson, P. O. Trees and tree 
planting. St. Paul (Minn.), Webb Pub. 
Co., 1936. 95 p., il. 50c. 

Ji. of forestry, 5 36, p. 892, 2/3 col. “By the 
Extension Forester of Minnesota, is another contribu- 
tion to the growing literature designed to stimulate 
interest among potential tree planters. Describes 
the tree and the factors which influence its growth, 
the selection of trees for planting, the planting opera- 
tion, the protection of trees, and tree surgery. . . Con- 
tains short descriptions of 48 common forest trees of 
Minnesota and the Lake states, and is illustrated with 
pen and ink sketches by Mrs. A. E. Hoyle.” <A. G. 
Hall. + 

974. Angerer, E. v. 
griffe bei 


Technische kunst- 
physikalischen untersuchungen. 
3rd ed. Braunschweig, F. Vieweg, 19306. 
201 p., 42 il., tab. RM 9.80. 

Zeit. f. techn. physik, Nr. 7, ’36, p. 246, 1/4 col. 
J. Krénert. + 

975. Annuaire sucrier (1937). ‘Paris, Jl. 
des Fabricants de Sucre. 784 p. 30 fr. 

Genie civil, D 12 °36, p. 544, 1/6 col. + 

976. Arland, Prof. Der experimentelle 


nachweis der beziehungen zwischen wasser- 


tee g und ernahrung bei getriede. 
Berlin, P. Parey, 1936. 1250 p. 5il. RM 5 
Jl. f. landwirtschaft, Nr. 3, ’36, p. 253, 3/5 p. 


Tornau. - 

977. Armitage, E. A country garden. 
London, Country Life, Ltd. 226 p. 10s. 6d. 

Gardeners’ chron., N 21 ’36, p. 365, 1-1/8 col. 
“Book of a great garden lover, with the spirit of her 
love distilled on every page.” + 

978. Aronovici, C.; McCalmont, E. 
Catching up with housing. Newark (N: J.), 
3eneficial Management Corp., 1936. 243 p. 

Am. city, N ’36, p. 95, 2/7 col. ‘The first brief 
but comprehensive resumé "of housing facts which has 
appeared to clear the mind of the layman who is con- 
fused by the flood of specialized articles which have 
appeared on the subject. There is a valuable ap- 
pendix containing lists of Federal housing projects 
and enabling laws by states, a glossary of terms, and, 
finally, an extensive bibliography of the latest housing 
material.’””? + 

Professional eng., D °36, p. 39, 2/7 col. + 

979. Athey, L. C. Along nature’s trails. 
N. Y., Am. Book Co. 344 p., il. $1.20. 

Am. forests, D ’36, p. 572, 1/3 col. ‘‘A simple, 
direct and alluring story of nature’s children. . . Par- 
ticularly adapted for every nature lover but of special 
interest to children. In a few words, it is nature’s 
book of the year.” E. K. + 


980. Atkinson, T. G. Oculo refractive 


procedure, analysis, treatment. Chicago, 
Professional Pr. $3. 
Optometric weekly, D 17 °36, p. 1224, 1/2 col. 


“Represents the first appearance of a real textbook 
of oculo-refractive practice since refraction and orth- 
optics hecame a distinctive profession. It is not a 
fragmentary collection of optical mathematics, physio- 
logical optics, and the like, but devotes itself wholly 
to the clinical practice of refraction and its allied 
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subjects in the investigation, interpretation, and treat- 
ment of all kinds of visual defects.” + 


981. Aymar, G. C._ Bird flight. 


Lane. 12s. 6d. 

Royal aero. soc.—Jl., N ’36, p. 837, 3/5 p. “Is 
largely a collection of bird photographs’ with a little 
letterpress, mainly descriptive, but it contains by far 
the best collection of these photographs ever published. 
Here we find many sorts of birds soaring, flying, 
landing on earth and water, and rising from both 
elements. . Appears at an opportune moment for 
there is now an awakening interest on the subject of 
bird flight, and the complications of the problems in- 
volved are well shown in many of the photographs in 
this book. It is to be hoped that it will encourage 
others to photograph in this field as it is seldom a 
good bird photograph does not add to our knowledge.” 


a : 2 : 
982. Ayres, Q. C. Soil erosion and its 
control. N. McGraw. 365 p., 235 il. 
$3.50. 
Agricultural eng., N ’36, p. 496, 1/5 col. ‘“‘Gen- 
eral text and reference bringing under one cover up- 
to-date information on soil erosion, and on its control 
by engineering and other means.” 
Civil eng. (London), D ’36, p. 410, 5/6 col. + 
Eng. nevws-record, D 31 *36, p. 936, 3/4 col. — + 
983. Bailey, I Die gehirngeschwiilste. 
Tr. by A. Weiss. Stuttgart, Enke, 1936. 
431 p., 157 il. RM 35 
Anatomischer anz., Jy 25 ’36, p. 414, 4/5 p. H. 
Cosack. + 


984. Bailliére, Tindall & Cox. Agricul- 
tural books. London, Bailliére, Tindall & 
Cox. Free. 

Jl. of pomology & horticultural sci., O ’36, p. 297, 
1/4 p. ‘List of books and periodicals comprising all 
current books dealing with Agricultural Science, Hor- 
ticulture, Forestry and Animal Husbandry. . . Impor- 
tant volumes published ten or fifteen years ago, which 
are not met with every day but should be in every 
library, are catalogued as well as the latest editions 
and additions. The list of periodicals, if incomplete, 
is useful.” + 


John 


985. Balachowsky, A.; Mesnil, L. Les 
insectes nuisibles aux plantes cultivees; 
leurs moeurs et leur destruction. 2 v. 
Paris, Etab. Busson, 1935-36. 1921 p., 1369 
fig. 200 fr. 

Bul. biol. de la Belgique, 


France et 
Fase. 4, ’36, Pp. 535, 2/3 p. M. C. 

986. Barbillion, L. 
genieur. v. 2. 


fig. 47 fr. 45. 


de la 
=a 


Physique de I’'in- 
Paris, Dunod. 260 p., 259 


Electricien, N 15 736, p. 513, 1/8 col. (See 2-598) 

987. Barnard, T. R Miners’ safety 
lamps. London, Pitman. 4s. 

Engineer, D 11 ’36, p. 635, 1/6 col. “An endeavor 
to collect scattered information on the subject. It 
opens with a short historical introduction and goes 
on to deal with modern types of miner’s flame, elec- 
tric and special lamps, accumulators, and bulbs. The 
information in these chapters is given in a concise 
manner and brief chapters on illumination, photom- 
etry, the lay-out of lamp rooms, and excerpts from 
the Coal Mines Acts and regulations increase the 
value of the hook to students.” 

988. Barrett company. Pipe coating 
specifications for field application, N.Y 

3arrett Co., 1936. oe : 

Am. aas il, O 36, 1/2 col. “Tells specifi- 
cally and in detail how To yet coating properly. To 
he sure it refers to Barrett materials, hut the same 
directions are quite generally applicable. The sub- 
jects covered include mill priming, handling coating 
materials, cleaning the pipe, application of primer in 
the field, application of enamel and the various ways 
of doing so. flux, coating couplings, inspection, white- 
washing and shielding.’? + 


989. Bartell, F. E. 
of colloid and 


Laboratory manual 
surface chemistry. Ann 
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Arbor See Edwards Bros., 1936. 187 
p., 42 fig. $2.50. 

Jl. of pm educ., Au 736, p. 400, 2/3 col, ‘Cov- 
ers 126 laboratory experiments in the field of colloid 
and surface chemistry. Reviewer knows of no 


better laboratory manual in the field of colloids 
than the present volume.” R. A. Gortner. + 
990. Bassett, E. M. Zoning: the laws, 


and court decisions during 
the first twenty years. N. Y., Russell 
Sage Foundation, 1936. 275 p. $3. _ 
Public mgt., D ’36, p. 377, 1/4 col. “Not only 
brings together the court decisions on zoning, but out- 
lines the early development of zoning in this country. 


administration, 


Am. city, D ’36, p. 101, 1/5 col. 
col. F. B. Williams. + : ' 

991. Baumgarten, T°. Die dankbarkeit 
bei kindern und jugendlichen. Bern, A. 
Francke AG., 1936. 106 p. 4.80 fr. 

Brit. ji. of. psychology, O '36, p. 231, 1/6 p. “Rh 
study of gratitude in children, a yi toe of obvious 
importance in social psychology, which so far has 
received little attention. Dr. Baumgarten started her 
investigation by developing an experimental technique 
for studying the matter and from this proceeded to 
classify the oe modes in which it may be 


expressed.” 
992. hake. 3 L.; Bidwell, C. C. An 


advanced course in general college physics. 

N. Y., Macmillan, 1936. 340 p., tab., dgrs. 

$3.5 

Franklin Inst.—Jl., D "36; px 259) 3/5 pe “For 
the reader who has had a grounding in elementary 
physics or in mathematics and who desires to progress 
further along the general line of physics, without 
specializing in any particular branch. . . One expects 
to find and does find the subjects covered similar to 
those in the more elementary text. The difference, 
however, lies in the deeper examination of those sub- 
jects which is done in this book. Necessarily, then, 
mathematics plays a more important role. . . Provides 
a thorough training in fundamental physics and should 
be of much value to student as well as practicing en- 
gineers who have need for more basic knowledge.” 
R. H. Oppermann. + 

993. Bedford, T. 
at work. London, 

Bd. 65c. 

_ Nat, safety news, Ja ’37, p. 58, 1/2 col. “Report 
giving the results of a physiological study of heating 
and ventilation of industrial plants. . . Is concerned 
only with the study of conditions producing comfort 
and discomfort, and it does not come within its scope 
to offer suggestions as to the methods of heating and 
ventilation.” W. D. Keefer. + 

994. Beigl, E. Burgenlandischer natur- 
schutz. Eisenstadt, Osterreichische Ges. f. 
Naturschutz und Naturkunde, 1936. 

Forstwesen, Jy-Au ’36, p. 187, 7/8 p. Tschermak. 


995. Belshaw, II.; Williams, D. O.; Ste- 
phens, F. B.; Fawcett, E. J.; Rodwell, H. R. 
Agricultural organization in New Zealand. 
A survey of land utilization, form organiza- 


and p. 97, 1/2 


Warmth and comfort 
Industrial Health Res. 


tion, finance and marketing. London, Ox- 
ford Univ. 1936. 818 p 21 maps. 21s. 
Ministry of Agric.—Jl., O 736, p. 698, 5/8 p. 


“One of a number of surveys in land utilization in 
various Pacific countries, authorized by the Research 
Committee of the New Zealand Institute of Pacific 
Relations. The work has been done hy the joint 
efforts of some thirty specialists, whose work had 
heen carefully planned and correlated over a number 
of years. resents a co-ordinated examination of 
the foundation. methods and problems of the farming 
industries in New Zealand and public policy in rela- 
tion to them.” + 


996. Bemis, A. F. 


; The evolving house. 
v. 3, Rational design. 


Cambridge (Mass.), 


Technology Pr. 625 p., 110 il. $4. 

Am. ceramic soc.—Jl., N 736, p. 338, 2/3 col. 
“Concludes the series of three volumes, of which the 
first traced the development of shelter from caves to 
present-day houses and the second analyzed present 
housing conditions and costs. The third, completed 
shortly before the author’s death, deals with the 
application of modern production methods to the house. 
It is devoted to a method of design based upon a 
simple concept of measurement —the cubical module, 
which provides a single unit of measurement in all 
three directions. Is of particular interest to manu- 
facturers of structural clay products.’’ F. Heath, Jr. 
a 


997. Bender, H. Psychische automatis- 
men: Zur experimentalpsychologie des un- 
terbewussten und der aussersinnlichen 
-iaaeeatainiace Leipzig, Barth, 1936. 135 

” Brit. jl. of psychology, 36, p. 236, 2/5 p. “Was 
inspired by the use of o ‘planchette’. The two 


elements apparently involved in such a performance, 
automatic writing and extra-sensory perception, are 
subjected to separate investigations. Is meant to 
studies rather than to 


inspire further ‘prove’ any- 
thing.” 

998. Bender, H. Zum problem der aus- 
sersinnlichen wahrnemung: Ein beitrag zur 
untersuchung des ‘raumlichen hellsehens’ 
mit laboratoriumsmethoden. Leipzig, 
Barth, 1936. 116 p. 


Brit. jl. of psychology, O °36, p. 237, 1/2 p. 
“Confines himself to the phenomenon of ‘clairvoyance’, 
i.e., extra-sensory perception of objective data which. 
at the time, are not known by any other human being 
(as contrasted with ‘telepathy’ which is the extra- 
sensory transfer of mental contents). Though far 
more conclusive than the first one, is: still mainly 
suggestive. The presentation of the findings might 
have been better worked out.’? + 

Character & personality, D ’36, p. 175. 
“Seems well aware that the proof of 
raises more problems than it answers. He frankly 
admits that no light has been thrown upon the pri- 
mary mechanism involved in extra-sensory perception. 
The theoretical interpretations advanced are on the 
whole well reasoned but show a tendency to generalize 
too freely from the results of a single subject.” 
J. G. Pratt. + 

Riv. di_psicologia, Ap-Je ’36, p. 143, 2/7 p. M. 

999. Benz, C. Lebensfahrt peddle sae 
en erfinders. Die erfindung des automobils, 
erinnerungen eines achtzigjahrigen. Leip- 
zig, Koehler & Amelang, 1936. RM 2.85. 

Automobiltechn, zeit., N 25°36, p. 585, 1/4 col. + 

1000. Tevatunastetie fiir verwendung 
von Naturasphalt im Strassenbau und Bau- 
gewerbe. Asphalt-merkbuch. Brausch- 
schweig, Beratungsstelle fiir Verwendung 
von Naturasphalt im Strassenbau und Bau- 
gewerbe. 


3-3/5 col. 
clairvoyance 


Petroleum zeit., My 20 36, p. V, 1/3 col. + 

1001. Berg, E. J. Heaviside’s opera- 
tional calculus. 2nd ed. London, McGraw. 
258 p., 94 fig. 18s. . 

Electrical rev., N 27 36, p. 754, 1/4 col. “First 


edition . . . appeared in 1929, and apart from minor 
additions on pages 63 and 119 and the inclusion of a 
new appendix the text of the new edition is the same. 

. . Appendix . extends the treatment given in 
twelve of the twenty-nine chapters of the book. This 
is in the form of numerical problems with their de- 
tailed solutions employing the unit function. Vill 
he welcomed by those whose interests lie in the study 
of transient phenomena.” 


1002. Berthelot, C.; Hot, M. Carbu- 
rants de synthése et de remplacement. 
Paris, Dunod. 350 p. 53 fr 


Technique moderne, N 15 ’36. p. & 1/2 col. + 
Rev. de métallurgie, D ’36, p. 757, 1 col. L. D. + 
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36, p. 603, 3/4 col. N. 


Chimica e lindustria, N 
Darravano. 

1003. Biggart, J. H. 
nervous system: a student’s 


Pathology of the 
introduction. 


Edinburgh, E. & S. Livingston, 1936. 335 
p., 204 il. 15s. 


Mind, O ’36, p. 389, 1/2 p. “Makes no claim to 
be a complete textbook ‘of neuropathology, but rather 
to replace and amplify the section on the nervous 
system in the average textbook of pathology, and to 
relate this branch of pathology to general pathology. 
In this it is very successful. Throughout the book 
the macrascopic appearances are well described, and 
questions of pe athogenesis in the various diseases are 
not neglected.”” + : 

New 


1004. Black, N..  B. 


laboratory 


experiments in practical chemistry. N. Y., 
Macmillan, 1936. 193 p. $1.20. 
Brewers tech. rev., D °36, p. 412. 3/4 col. “On 


the whole, this manual is rather ideal for students. 
Its pages are dispersed with numerous illustrations, 
showing both laboratory apparatus and technique. The 
directions are clear and concise, and the questions add 
greatly in arousing the student’s thinking faculties. 
It is the opinion of this reviewer, however, that the 
manual should be sold only with the supplementary 
text book, which in this instance is New Practical 
Chemistry, by Black and Conant, and not as a unit by 
itself.” + (See 2-611). 


Bakers tech. dig., Ja 37, p. 162, 5/7 col. + 


1005. Blanton, S.; Blanton, M. For 
stutterers. N. Y., Appleton-Century, 1936. 
191 p. 

Mental hygiene, Jy °36, p. 490, 1-1/3 p. ‘An 


enormous amount of very useful and valuable material 
relating not only to stuttering, but to all the phases, 
normal as well as abnormal, of human speech. 

First nine chapters are devoted to a general outline 
of the psychic apparatus, in which we find very clear 
and informative descriptions of the various levels of 
the mind, such as the growth of conscience, anxiety, 
and the emotional patterns of forgetting, projection, 
and rationalization. .. In next ten chapters, which deal 


directly with all phases of stuttering, one finds the 
theories, causes, and treatment of stuttering reported 
in the aaa literature on the subject.” A. A. 
Brill. 

1006, Blumenfeld, W. Jugend als kon- 
fliktsituation (jugendpsychologie mit be- 
riicksichtigung des jiidischen kindes). _Ber- 
lin, Philo, 1936. 122 P., 

Brit. jl. of psychology, O ’36, p. 231, 1/5 p. “Book, 
being a summary rather than an original study, con- 
— ample material: excerpts from diaries, curves 
of development as to achievement and attitude, ethno- 


logical parallels. ete. To compare it with analogous 
studies on English youth would be interesting.”? + 

1007. de Boeck, A. Cours d’électricité 
a l’usage de l’enseignement industriel. Rev. 
by M. A. Desgesves from the plan of Prof. 
Yernaux-Jobart. Paris, Béranger. 174 p., 
135 fig. 17.50 fr. 

Soc. francaise des électriciens—Bul., D ’36, p. 
1220, 2/7 col. 

1008. Bone, W. A.; Himus, G. W. Coal: 
its constituents and uses. Supplementary 
chapter on Fuel Economy and Heat Trans- 
mission in Industrial Furnaces, by R. J. 
Sarjant. N. Y., Longmans, Green, 1936. 
631 p., 22 pl. $7.50. 

Nature, D 12 °36, p. 991, 4-1/2 col. “Is one of 
the most complete and exhaustive treatises on the sub- 
ject of the constitution and use of coal which has 
appeared in the English language. . . Should occupy 
an important niche in the library of every scientific 
worker, manufacturer, chemist or engineer- ~and, I 
think we may add, of the would-be statesman! .. . 
To each chapter is appended an excellent bibliography. 
The illustrations are clear and helpful, and the tables, 
of which there are no less than 136, are not the least 
valuable part of the work.” R. A, S. Redmayne. + 








Coal age, Ja ’37, p. 2/3 col. ‘‘Primarily in- 
tended for the British Pl and covering appli- 
ances and operations of little interest here. . . Sec- 
tions of the fuel problem are of importance to the 
American technologist, however, and these are han- 
dled with consummate skill and clarity. . . Surface 
combustion is still green and awaiting development, 


and Prof. Bone describes his own work in this field 
and recent developments by others.’’ E. S, Sinkinson. 

1009. Bouzat, A. Chimie générale. 
Paris, Armand Colin. 224 p., 28 il. 10 fr. 
50. 

Genie civil, N 21 °36, 468, 1/6 col. + 

1010. Brandt, G. Vv orschriften zur me- 


tallbewirtschaftung. Eine zusammenfassung 
mit erlauterungen. 2nd ed. Berlin, N.E.M.- 
Vig., 1936. 296 p. RM 16. 

Zeit. V.D.I., N 21 °36, p. 1427, 1/5 col. 
Lademann, + 

1011. Brend, W. 
a study of sex and civilization. 
Wm. Heinemann, 1936. 350 p. 10s. 6d. 

Nature, D 5 °36, p. 952, 1/3 col. ‘‘Directs atten- 
tion to the menace of the falling birth-rate in Britain 
and laments it. . . Would include many of the psy- 
choses and epilepsy as explainable on the grounds of 
repression and other psycho-analytic mechanisms.” — 

1012. Brender, Dr.-Ing.; Essers, Dr.-Ing. 
Handbuch fir kraftfahrer. Berlin, E. S. 
Mittler & Son, 1936. 

Automobilteclin, seit., S 25 °36, p. 472, 1/3 col. 
Wa. O. + 

1013. Brit. standards institution. Oxy- 
acetylene welding of steel structures. No. 
693. London, Brit. Standards Inst. 2s. 2d. 

Welding eng., D 36, p. 25, 1/4 col. “Is comple- 
mentary to B.S. S. No. 538, issued in 1934, on 
‘Metallic-Arc Welding of Steel Structures’. It lists 
requirements for making welded joints, gives the 
maximum working stresses permitted, and describes 
the workmanship and flame conditions to be main- 
tained and the tests to be carried out.” 

1014. Bromage, A. W. State govern- 
ment and administration in the United 
States. N. Y., Harper, 1936. 678 p. $3.50. 

Am. city, N '36, p. 95, 1/4 col. ‘Designed pri- 
marily for introductory courses in American Govern- 
ment in colleges and universities. . . Old and the new 
aspects of Federal-state relations are presented; the 
governmental structure of the states; the administra- 
tive problems of the states; and the position and 
functions of local governments in state. There are 
two special chapters on , municipal government and 
municipal administration.” ++ 

Public mat., N ’36, p. 349, 1/4 col. ‘Has devoted 
five out of 24 chapters to problems of local govern- 
ment and administration. Both the recent nature of 
the information contained in these chapters and the 
author’s analysis of local problems deserve commen- 
dation.”” + 

1015. Brophy, L. If women must work. 
N. Y., Appleton-Century. $1.75. 

Am, business, D ’36, p. 58, 1/4 col. ‘‘Many office 
managers may want to order and keep on file for 
reading by the entire female personnel, newcomers 
especially. Some authorities, have gone so far as to 
say that this book should be considered required read- 
ing in every school where girls are training for busi- 
ness or professional careers.”” + 

1016. Bubnoff, S. v. Geologie von Eu- 
ropa. v. 2, Das ausseralpine Westeuropa. 
Pt. 3, Die struktur das oberbaues und das 
quartar Nordeuropas. Nachtrage und ver- 
zeichnisse. Berlin, Borntraeger, 1936. 469 

104 il, 1 tab. RM 38. 

Gliickauf, D 5 °36, p. 1236, 7/8 col. Klockmann, + 

1017. Biicher der anstrichtechnik. — v. 1. 
Vortrage in veranstaltungen des fachaus- 


R. W. E. 


Sacrifice to Attis: 
London, 
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schusses. Ed. by Fachausschuss fiir An- 
strichtechnik by Verein deutscher Ingen- 
ieure and Verein deutscher Chemiker 
through the Group, “Verbreitung anstrich- 
technischer Kenntnisse.” Berlin, V.D.1I. 


Vig., 1936. 99 p., 79 il, 4 tab. RM 7.50. 
Ind. & eng. chem., news ed., S 20 °36, p. 381, 
2/3 col. “Is issued by the joint Technical Committee 
on Painting Technic of the German Engineering So- 
ciety and the German Chemical Society through the 
group for disseminating information relative to paint- 
ing and coating. . . Comprises 35 separate articles, 
which are divided into three groups: raw material 
problems, including pigments, fillers, oils, varnishes, 
lacquer bases, etc., and painting technic; painting 
problems in connection with surfaces exposed to 
water; and the care of painted surfaces.” E. H. 


Nollau. + 
1018. Buehler, A. G. Public 


N. Y., McGraw, 1936. 632 p. $4. 

- Jl. of farm econ., N '36, p. 784, 1/2 p. “Facts of 
public finance may change rapidly, and may vary con- 
siderably from place to place. The principles, how- 
ever, are stable and of uniform application. Pro- 
fessor Buehler wisely chooses to devote his discussion 
largely to the latter, and uses the former but for illus- 
trative purposes. he treatment first deals with 
Public Expenditures and this is followed by a dis- 
cussion of the devices which are used to control the 
costs of government. Much space is then given to 
Public Revenues which is followed by: a_ treatment 
of Public Borrowing.” M. H. Hunter. + 

1619. Bumke, O.; Foerster, O. Hand- 
buch der neurologie. v. 5, Allgemeine symp- 
tomatologie einschliesslich untersuchungs- 
methoden. Pt. 3, Rttckenmark, hirnstamm, 
kleinhirn. Berlin, Springer, 1936. 639 p., 
345 il. RM 128. 

Anatomischer anz., Je 23 '36, p. 
v. Eggeling. + (See 2-641) 

Brain, O 36, p. 388, 1/2 p. + 

1020. Cattell, R. B. <A guide to mental 
testing. London, Univ. of London Pr., 
1936. 312 p. 

Brit. jl. of psychology, O ’36, p. 225, 1-1/3 p. 
“Dr. Cattell’s approach is to provide a series of tests 
for certain statistical quantities, and then to infer 
the personality from a combination of these test re- 
sults. But whichever method of approach is the more 
sound, Dr. Cattell’s book provides a very handy work 
of reference for those who are engaged in practical 
testing.” J. M. B. 

Brit, jl. of med. psychology, N '36, p. 161, 3/4 p. 
“Ideal which Dr. Cattell has set before himself is a 
short, comprehensive handbook ‘which shall contain 
between its covers sufficient instructions, test mate- 
rials, and norms to aid the experimenter in assessing 
the principle aspects of personality so far made ac- 
cessible to exact examination.’ J. C. Raven. + 

1021. Champigny, H. Cours de con- 
ducteurs-electriciens d’exploitation des re- 
seaux ruraux. v. 1, Appareillage. Descrip- 
tion du matérial des réseaux et construc- 
tions. Etude générale de la constitution des 
reseaux et calcul des conducteurs. Etude 
des prescriptions. Libr. de 1’Enseigne- 
ment Technique. 436 p., 216 fig. 80 fr. 

Electricien, N 15 ’36, p. 513, 3/4 col. + 

O 


finance. 


S19, 2/5 th 


1022. Charlton, L. E. War over 
England. London, Longmans, Green. 287 
p., 26 il. 12s. 6d. 


Royal aero, soc.—Jl., D ’36, p. 901, 1-1/4 p. “Not 
a novel, for the greater part of it is historical. It is 
not really a history, for the historical part is merely 
an introduction to a prophetic account of the next 
war, by a prophet who is obviously and naturally 
biased in favour of his own particular weapon. 

art dealing with the future war panders somewhat 
to sensationalism, but if it encourages lay readers to 


appreciate the importance of a strong air force it will 
not have been written in vain.” + 

Aeroplane, D 9 736, p. 744, 3/5 col. + ; 

1023. Charpentier, G. Das elektroreti- 
nogramm normaler und hemeraloper ratten. 
Copenhagen, Levin & Munksgaard, 1936. 
85 p. , = 

Brit. jl. of ophthalm., Jy °36, p. 442, 1/3 p. Re- 
search is carried farther by investigation of the re- 
actions of rats which have been made night-blind by 
a diet lacking in A-vitamin.” flee 

1024. Cheesman, J. E.  Bailliére’s syn- 
thetic anatomy. Pt. XIII, Eye and orbit. 
London, Bailliére, Tindall & Cox. 3s. ’ 

Brit. jl. of ophthalm., S ’36, p. 557, 1/2 p. “Ts 
well produced and affords the student a useful guide 
in studying the anatomy of the orbit and it gives the 
post-graduate a ready and attractive means of quiekly 
revising important anatomical features in this region. 
The illustrations are good and admirably planned.” + 

1025. Cincinnati regional crime commit- 
tee. The Cincinnati police beat survey. 
Chicago, Am. Public Welfare Assoc., 1936. 
31 p. 50c. ; 

Public mgt., D '36, p. 377, 1/5 col. ‘Makes avail- 
able the method and technique used in arriving at a 
scientific plan for distribution of foot beats in Cin- 
cinnati.”? + . ? 

1026. Cocking, W. T. Wireless servic- 
ing manual. 2nd ed. London, Iliffe & 
Sons. 231 p., 85 il. 5s. 4d. 

Wireless wld., D 4 ’36, p. 605, 1/4 col. ‘“‘New 
material includes chapters on short and_ultra-short 
wave apparatus and on the connection of extension 
loud speakers and other subsidiary apparatus. The 
appendices have also been revised and now include 
wire tables, the newest American colour codes. as 
well as the latest valve base connections.” + (See 
1-2817) 

Electrician, D 11 °36, p. 732, 1/8 col. 

Flight, D 24 ’36, p. 684, 1/5 col. + 

1027. Cohen, R. L. The history of milk 
prices: an analysis of the factors affecting 
the prices of milk and milk products. 
Oxford, Agricultural Econ. Res. Inst., 1936. 
205 p. 5s. 

Ministry of Agric.—Jl., O '36, p. 696, 1-1/3 p. 
“Gives a history of the milk market in England from 
pre-war times to the present day. . Discusses the 
changes in production at home and abroad, and at- 
tempts to determine the relative influence of supply 
and demand on the course of prices. She does not 
discuss in detail the economics of the retail distribu- 
tion of milk and milk products, but, with this limita- 
tion, her study is the most complete that has yet 
appeared.” + 


1028. Cole, L. 
cence. 
503 p. 

Training school bul., N '36, p. 143, 1/4 p. “Pre- 
sents a detailed and understanding description of the 
adolescent which should prove valuable to the psy- 
chologist, the teacher, and the parent interested in 
teaching and advising young people. . . Is unique in 
its practicability.” 

1029. Collings, R. W. 


S. G. R. + 


Psychology of adoles- 
N. Y., Farrar & Rinehart, 1936. 


Road_ vehicle 


performance. London, Draughtsman Pub. 
Co., 1936. 36 p. 2s. 
Automobile ena., D °36. ». 506, 1/6 col. “In 


simple language, the road performance of an automo- 
bile under normal running conditions is here analysed. 
me Students and junior draughtsmen should find 
this pamphlet particularly useful.” + 

1030. Corbett, L. J. Inductive coordi- 
nation of electric power and communication 
circuits. Ist ed. San Francisco, H. Neb- 
lett Pressroom, Ltd. 161 p., il. $3. 

Communication & broadcast ena., N ’36. p. 26, 1/2 
col. “Presupposes on the part of the reader only a 
general knowledge of the principles of electrical engi- 














Considerable space is given to power-system 


neering. 
wave shape and the harmonics which affect it, particu- 


larly to those which become residuals. Although this 
book was written mainly from the standpoint of the 
power engineer, the author has also attempted to ade- 
quately cover the problems of the communications 
engineer.” + 

Electric jl., D °36, p. H. Neblett. 

Edison elec. inst.—Bul., Au ’36, p. 353, 3/5 col. + 

1031. Corlett, J. C. Rigging and _ air- 
planes. London, Pitman. 5s. 
Royal acro. soc.—Jl., D 36, p. 903, 3/7 p. “An 
attempt to present a general outline of the principles 
of aircraft construction and, maintenance in a simple 
form, and is intended to fill the gap between technical 
and non-technical books. . . Starts with a glossary so 
that technical terms may be properly defined. . . Rest 
of this book consists of chapters on tools, types of 
construction, materials, ne and trueing, and 
on flying and taxying faults, from the point of view 
of those who have to correct them. These chapters 
are full of useful information and the hook will he 
worth studying by those who desire to know some- 


thing about these matters.’ -= 
1032. Cowles, W. H. H.; Thomson, M. 


E. A text book of ye or gai for col- 
leges and engineering schools. . Xo Ven 
Nostrand, 1936. 373 p. $2.50. 

Jl. of eng. educ., N °36, p. 283, 1-1/4 p. “Is 
more complete than the usual text in trigonometry, 
including as it does chapters on complex numbers 
(De Moivre’s theorem), analytical trigonometry, the 
slide rule, and some well selected applications to 
plane surveying, geodesy and astronomy. A well 
organized, adequate and satisfactory text.” A. E. 
Staniland, + 


1033. Crawhall, T. C. 


549, 3/5 col. J. 


Very low tem- 


ag ge their attainment and uses. Lon- 
don, M. Stat. Off. 30 p., 3 AB 3 tab. 6d. 
Aacet inst. of refrig.—Bul., 3, °36, p. 148, 


/3 p. “An educational ‘seh oo eR in con- 
nection with the very low temperatures Exhibition 
organized by the Science Museum, Intended for 
the initiation of the public in the principles under- 
lying the attainment of very low temperatures, and 
their scientific and industrial applications. . . A list 
of important dates is appended, as well as a bibliogra- 
phy. A number of useful tables are included, not the 
least valuable of which is a chart showing the boiling, 
freezing and critical | points of oxygen, nitrogen, he- 
lium, hydrogen, etc.” + 

1034. Cromer, D. B. Is 
centralizing? Phila., Univ. 
1936. 105 p. $1. 

Jl. of farm econ., N °36, p. 778, 7/8 p.. “Is the 
third of a series of publications setting forth the re- 
sults of the study of Population Redistribution being 
carried forward under the direction of Carter Good- 
rich. . . Is hased upon an analysis of both published 
and unpublished data of the Bureau of Census as col- 
lected in the Census of Manufacturers. Findings 
of the study will not give much encouragement to 
those who suggest that the decentralization of indus- 
try is much to be desired.” J. I. Falconer, + 

1035. Dahl, B. De l'effet des rayons x 
sur les os longs en développement et sur la 
formation de cal. Oslo, Jacob Dybwad, 
1936. 149 p., 38 il, 7 tab. 15 norw. Kr. 

Anatomischer anz., Jy 25 °36, p. 415, 1/2 p. 
v. Eggeling. + 

1036. Dahr, K. A course of integra- 
tional and operational calculus: with appli- 
cations to problems of physics and electro- 
. Stockholm, Lindstahl. 169 p., 
12 

"tag E. & D. phil. mag., D °36, p. 1168, 1/2 p. 
6 Hg treatment of the operational methods introduced 

Heaviside is based from the outset on the Fourier- 
Netlis integral theorem, a proof of which is given in 
an appendix. More attention is given to mathe- 
matical than in other expositions known to 


industry de- 
of Penna. Pr., 


rigour 
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me.” + 

1037. Daish, H. H. R.; Sward, J. 
Emleton, WW. Reed's practical as 
ics for marine engineers. 2nd ed. Sunder- 
land, Thos. Reed & Co. 788 P. 18s. 6d. 


Marine engineer, O °36, p. 283, 4/5 col. “Aims 
at covering the ground traversed by candidates for 
both second and first-class certificates. Tery ele- 
mentary operations in simple arithmetic and algebra 
are contained at the beginning of the book and the 
student is rapidly taken through quadratic equations, 
logarithms, and trigonometry. . . Second half of the 
volume is of more direct interest to sea-going engi- 
neers, such matters as riveted joints, strength of 
hoilers, expansion of steam and other gases, proper- 
ties of steam, size of valve ports, combustion of fuel, 
propulsion, wave-making and frictional resistance, 
ete.” + 


1038. Dalsace, A. Introduction a l'étude 


du bilan de la comptabilité. Paris, Libr. 
du Recueil Sirey. 93 p. 16 fr. 
Genie civil, N 21 °36, p. 468, 1/4 col. + 


1039. David, Sir T. W. E.; Tillyard, 
R. J. Memoir on fossils of the late pre- 
cambrian (newer Proterozoic) from the 
Adelaide Series, South Australia. Lon- 


don, Australian Book Co., 1936. 122 p., 13 
pl. 7s. 6d. 
Nature, D 12 °36, p. 994, 2/3 col. “Appears to 


have been issued as a memorial to the late Sir Edge- 
worth David. It gives a fuller and more detailed 
account of the work published in 1928... . Chief addi- 
tion in this volume is an account of the supposed 
arthropods by Dr. R. J. Tillyard.” ‘ , 

1040. Davidge, H. T.; Hutchinson, R. W. 
Technical electricity. 5th ed. London, 


University Tutorial Pr. 520 p., 393 fig. 12s. 


Electrical rev., N 27 ’36, p. 754, 1/3 col. “Work 
now contains sections on the rectification of alternat- 
ing currents, thermionic valves, radio transmission, 
television and vacuum- -discharge lamps, whilst the 
technical bias has been strengthened by additional 
notes on testing and commercial measuring instru- 
ments, the grid system, and the cost of supplying 
electrical energy. The book is intended by the authors 
to be a bridge between elementary electrical theory 
and what is usually called electrical technology. On 
the theoretical side the work is thoroughly satisfac- 
tory. The explanations are generally simple and 
clearly set out, and the understanding of the student 
is materially assisted by a collection of worked numer- 
ical examples and a wealth of excellent diagrams.” + 

41. Dawson, C. A. Group settlement: 
ethnic communities in Western Canada. 
Toronto, Macmillan, 1936. 395 P. $4.50. 

Jl. of farm econ., N ’36, p. 782, 1 p. “Seventh of 

the series of studies of ‘Canadian Frontiers of Set- 


tlement’ edited by W. A. Mackintosh and W. L. G. 
Joerg, is a study of the settlements made by the 
per oe “mgd Mennonites, Mormons, the German 


Catholics and French Canadians in the Prairie Prov- 
inces of Canada. History of the amalgamation of 
these groups into Canadian life is paralleled in the 
United States with its problem of the ‘melting pot’ 
and Americanization, All under-populated countries 
can study the Canadian experience with profit. . . Is 
of tremendous interest to sociologists, land econo- 
mists, and, geographers.”’ G. S. Wehrwein. + 


1042. Delsinne, L. Le mouvement syn- 
dical en Belgique. 3russels, Ancienne 
Libr. Castaigne, 1936. 358 p. 


Rev. univ. des mines, Au 736, p. 
G. L. Gérard. 

1043. Dennison, B. C. Electrical labo- 
ratory experiments. N. Y., Wiley. 483 p., 
il. $4 

Electric jl., D °36. p. 549, 2/3 col. “An abridge- 
ment of a former work in two parts, ‘Experimental 
Electrical Engineering,’ hy Vladimir Karapetoff. 
Form of this text is not that of the usual manual, 


1/3 col. 


ana, 
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but more on the order of a theoretical treatise. Intro- 
ductory discussions at the beginning of each chapter 
actually give the volume a rather broad scope and 
constitute a short course in the fundamentals of elec- 
trical engineering.” + 

. 678, 1/5 col. + 


Engineer, D 25 ’36, ‘ 

1044. Déribéré, M. Le titane et ses 
composés dans Vindustrie. Paris, Dunod. 
154 p. 18 fr. 

Technique moderne, N 15 36, 

gu de métallurgie, D 36, p. 


* 1045. Desha, L. J. Organic chemistry. 
N. Y., McGraw. 750 p. $3.75. 

Chem. & met. eng., 5 36, p. 663, 1/2 col. 
“Guiding policy has been to consider compounds, if, 
when, and as they serve to illustrate and explain the 
general principles of organic chemistry. No division 
is made between aliphatic and aromatic compounds, . 
An exceptional book by one who must be an inspiring 
teacher.”” C. G. Derrick. + 

1046. Deutscher ausschuss fiir technisch- 
es schulwesen. Berufsbilder fiir fachar- 
beiterberufe in der _ industrie. Leipzig, 
Teubner. 24 p. RM 0.95. 

Zeit. V. D.I., O 31 736, p. 1338, 1/6 col. Ko. 

Gas- wu. wasserfach, DS 36, p. 903, 2/5 4 
Clodius. + . : 

1047. Deutscher braunkohlen-industrie-ve- 
rein. Wegweiser zur bekampfung der 
unfallgefahren im mitteldeutschen braun- 
kohlenbergbau. Halle, Deutsche Braun- 
kohlen-Industrie-Verein. 100 p., i 

Gliickauf, D 5 36, p. 1238, 3/5 col. Dr. Heidorn. 


eS 

1048. Devereux, R. John Loudon Mc- 
Adam. London, Oxford Univ. Pr. 7s. 6d. 

Civil eng. (London), D ’36, p. 410, 1 col. “A 
controversial hook. Mrs. Devereux has set herself to 
defend the reputation of a man who she believes has 
been unjustly treated by history.” 

1049. Diels, L. A. Engler’s syllabus der 
pflanzenfamilien. Eine tibersicht iiber das 
gesamte pflanzensystem mit besonderer be- 
riicksichtigung der medizinal- und nutz- 
pflanzen nebst einer iibersicht iiber die flor- 
enreiche und florengebiete der erde zum 
gebrauch bei vorlesungen und studien iiber 
spezielle und medizinischpharmazeutische 
botanik. 11th rev. ed. Berlin, Borntrae- 
ger, 1936, 419 p., 476 fig. 

Botanical gaz., S p. 207, 3/5 p. “Brings 
this standard ue a up to date. . . Is an in- 
dispensable aid to the working botanist, no matter what 
his field and whether a teacher of the subject or an 
investigator, as it provides a concise summary of the 
salient features of the entire plant kingdom following 
Engler’s modification of the Eichler system.” E. D. 
Merrill. + 

1050. Diesel engine construction, elemen- 
tary principles. Prepared by members ot 
teaching staff at Mechanics’ Institute of the 
Boys’ Technical High School, Milwaukee. 
Milwaukee, Bruce Pub. Co. 120 p. $1.80. 

Power plant eng., D °36, p. 741, 1/3 col. “Not a 
text which requires a comprehensive knowledge of 
mathematics and engineering. but is intended for 
those interested in the elementary principles to so 
organize as to be helpful not only to the student, but 
the practical mechanic or operator.’ 


1051. Doane, R. W.; Van Dyke, E. C.; 
Chamberlain, \V. J.: Burke, H.E. Forest 
insects. A textbcok for the use of students 
in forest schools, colleges, and universities, 
and for forest workers. N. Y., McGraw. 
463 p., 234 fig. $4.50. 


p. 12, 1/3 col. + 
757, 1/4 col. L. D. 


Jl. of forestry, N ’36, p. 1005, 3 col. “Three chap- 
ters on control, ‘three on beetles, one on. moths and 
butterflies, and three on all other orders. . . Most of 
the chapters are written from the standpoint of eco- 
nomic forest entomology, based on thorough scientific 
and practical knowledge. Some parts, however, while 
valuable scientifically, are not written from the eco- 
nomic angle and have little information of value in 
forest protection. . . One of the authors appears to 
have adequate first-hand knowledge of eastern forest 
insects. . . Should be on the sheives of all foresters 
concerned with the protection of forests.” M. W. 
Blackman. + — , 

1052. Dorr, J. V. N.  Cyanidation and 
eg of gold and _ silver ores. 
N. Y., McGraw, 1936. 480 p., 130 il. $5. 

Eng. & mining jl., D ’36, p. 642, 1-1/8 col. “Au- 
thor’s high standing in the engineering profession and 
in the mining industry have not only given him ex- 
ceptional access to sources of information, but they 
also lend authority to a painstaking piece of work. 
Following an introductory historical chapter, the au- 
thor discusses the examination and testing of ores. 
The outline of procedure is adequate for those who 
are qualified by training and experience to conduct 
their own tests. . . Of special interest is the chapter 
on the treatment of simple and complex ores, in which 
details of practice are given for about 50 mills in all 
parts of the world handling a variety of ores.” 

Mining congress jl., D ’36, p. 46, 1-1/2 col. + 

Chem. & met. eng., D ’36, p. 663, 1 col. H. C 
Parmelee. + 

Can. mining jl., Ja ’37, p. 32, 1 col. 

1053. Dossier, P. Introduction a la 
zoologie d’apres le traité de Zoologie biolo- 
gique de M. Et. Rabaud. ‘Paris, Edit. “La 
Lumiere,” 1936. 96 p. 

Bul. biol. de la France et de la Belgique, Fasc. 4, 
36, p. 534. 1 p. ee i+ 

1054. Dover, A. >. 
grams. 3rd ed. 
272 tig. 6s. 

Electrical rev., D 18 36, p. 861, 1/3 col. ‘Useful 
handbook of diagrams showing the connections of all 
the more usual control and protective systems. .. The 
a.c. section has grown to be the most extensive, and 
entirely new sections are devoted to welding and rec- 
tifiers. . . Intended chiefly for those concerned with 
industrial plants, the handbook is one which should 
be well within reach of all those associated with the 
control _Sear_ or connections of electrical machines.”’ + 

i055. Eames, A. J. The morphology of 
vascular plants. Lower oS ngs 5 
tales to Filicales). N. Y., McGraw, 1936. 
433 p., 215 fig. $4. 

Botanical gaz., S ’36, p. 200, 3 p. “Important 
new material which has accumulated from recent 
work, not only on the living but on the fossil lower 
vascular plants, is included. . . There is an excellent 
21-page index, so classified and complete as to make 
comparison of important individual features an easy 
matter. . . Although the subject matter is treated fun- 
damentally from the phylogenetic standpoint, the se- 
quence in which the orders are considered is not 
phylogenetic but that found most satisfactory from 
the teaching standpoint. This leads naturally to the 
consideration of the living forms first, as an intro- 
duction to that of the fossil.” R. B. Thomson. + 

Science, Ja 8 ’37, p. 47, 1-5/6 col. ‘An important 
contribution to the general understanding of the com- 
parative anatomy and phylogeny of vascular plants. 
It sums up the finds and conclusions of anatomical 
and paleobotanical research. a considerable , part of 
which has been contributed during the past thirty-odd 
years.” R. C. Benedict. + 

1056. Eberhardt, E. Vorschriften iiber 
edelmetalle, insbesondere den verkehr mit 
gold. Berlin-Halensce, Wirtschaftsstelle 
marktregelnder Verbande der Metallverar- 
beitung, 1936. 72 p. RM 4.50. 

Zeit. V. D.I., N 21 °36, p. 1427, 1/5 col. R. W.E. 
Lademann. + : 


Power wiring dia- 
London, Pitman. 216 p., 
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1057. Eberle, G. Aus ostpreussens pflan- 
zenwelt. Konigsberg, Graie & Unzer, 
1936. 72 p., il. RM 2.30. 

Te nc O 30 °36, p. 700, 
W. Wangerin. + 

1058. Eckert, M., Ed. 
karte. (In Ger. and Eng.) 
Vig. RM 46. 

Zeit. V.D.I., O 31 
Kraemer. + 

1059. Edison electric institute. Air con- 
ditioning—1936. N. Y., Edison Elec. Inst., 
1936. 58 p. $3. 

Edison elec. ast. ~Bal., D °36, p. 514, 1/3 col. 
“Contains factual data on air conditioning installa- 
tions for personal comfort and for profit in many 
different types of buildings.” + 

Heating, piping & air conditioning, Ja °37, 
1/2 col. 

1060. Edison electric institute. ‘he case 
for private ownership of electric utilities. 
N. Y., Edison Elec. Inst. 25c. 

Edison elec. inst.—Bul., S °36, p. 395, 2-2/5 col. 
“Was carefully prepared and every effort was made 
to give an accurate presentation of provable facts. It 
represents data gathered from thousands of official 
reports, papers, books and other publications. It is 
well documented with references, and it is believed 
that in addition to its original purpose it will fill a 
long-felt need of the Institute for a concise reference 
work to aid in answering many of the inquiries which 
come from individuals, business organizations and 
civic associations.” + 

Edison elec, inst.——Bul., D ’36, 489, 2 col. (List 
of handbooks for the high ei” aekeans on public 
utilities ownership. ) 

1061. Edison electric 
stocks. N, Y.,, 1936. 
46 p. $2.50. 

Edison elec. inst.—Bul., D ’36, p. 514, 1/2 col. 
“Presents data on the progress since 1923 in the 
design and construction of penstocks, special connec- 
tions and appurtenances. . . Many novel designs and 
hitherto unpublished design data on tees and riveted 
joints are presented.” + 

1062. Edison electric institute. Tur- 
bines, condensers, feed-water heaters and 
pumps. N. Y., Edison Elec. Inst., 1936. 


34 p. $1.50. 
1/3 col. 


Edison elec, inst.—Bul., D ’36, p. 514, 
by Operating Companies and 


“Contains statements 
Manufacturers on: Turbine Operating Data for the 


year 1935; New Turbine Installations; etc.’ . 
1063. Eggert, J. Einfahrung in die 
rontgenphotographie. 6th ed. Leipzig, S. 
Hirzel, 1936. 217 p., 90 il., 22 tab. RM 6. 
Naturwissenschaften, D 11 °36, p. 798, 1/3 col. 
U. Dehlinger. + 
1064. Egloff, G.; Crandal, E. E.; Doty, 
on M. The cracking art in 1935.  Chi- 
ago, Universal Oil Products Co. 330 p 
Power plant eng., D °36, p. 741, 1/5 col. Pua 
comprehensive review of the progress in cracking art 
during the past year and is arranged in 14 major 
sections. With a summary of the various American 
and foreign patents issued in each division during 


the year. 
1065. Siders. G. 


1/2 col. 


Welt-eisenerz- 
Berlin, Gea- 
M. H. 


*36, p. 1337, 1/4 col. 


p. 182, 


institute. Pen- 


Edison Elec. Inst., 


Baubeschlage aus 
chemischen werkstoffen. Berlin, V. D.I 
Vig., 1936. 24 p., 14 il. RM 1.50. 
Kunststoffe, Au 736, p. 177, 1/3 col. + 
1066. Eisenbahn und kraftwagen. 
na, Springer, 1936. 285 p., il. RM 11 
Automobile eng., D ’36, p. 506, 1/8 col. “Confined 
entirely to a lengthy discussion of the difficulties in- 
volved and the advantages gained hy co-operation be- 
tween railway and motor transport.” 
1067. Das elektrische eisenbahnwesen der 


Vien- 


. methods, 


gegenwart. Berlin, ‘““Elektrische Bahnen”. 
160 p., 350 fig. RM 6, 

Genie civil, N 21 ’36, p. 468, 1/4 col. + 

1068. Elgin softener corp. The 
story of boiler water conditioning. 
(Ill.), Elgin Softener Corp. 16 p. 

Combustion, D ’36, p. 28, 1/5 col. ‘Discusses 
boiler water treatment in a clear, non-technical man- 
ner, shows the importance of selecting the right 
method to handle the conditioning of various waters 
and emphasizes the necessity for a thorough under- 
standing of the subject if the boiler room is to be 
efficiently operated.” 

. ~ 7 a 

1069. Ellis, F. N.Y 
Holt, 1936. 491 p. 

Jl. of abnormal and social psychology, Jy-S ’36, p. 
235, 3-1/2 P. a general purpose of this book is to 
understand ‘some “of the more characteristic aspects of 
our society and of the changes which it is under- 
going’. The major portion is devoted to a psycho- 
logical evaluation of ‘the stereotypes of economic rela- 
tionskips which govern the psychology of our culture’. 

. On the whole, this book is an outstanding con- 
tribution to the field of social psychology. . How- 
ever, we must observe that the book is poorly written 
and parts are dragged out to tiresome reiteration and 
detail.””, J. S. Gray. + : 

1070, Elsners taschenbuch fiir den reichs- 
bahn-kraftverkehr 1936. Berlin, Otto Els- 
ner, 1936. RM _ 3.50. 

Automobiltechn. zeit., S 25 ’36, p. 473, 1/4 col. + 

1071. Emsley, H. H. Visual optics. 
London, Hatton Pr., 1936. 618 p., 178 il. 
21s. 

Optician, D 4 


inside 
Elgin 


Social psychology. 


736, p. 314, 1/2 col. ‘Deals with 
vision, refraction, accommodation and convergence, 
ophthalmoscopy, retinoscopy, keratometry, binocular 
vision and its anomalies, oculo-motor imbalance and 
Modern research is embodied in 
‘classic’ among optical 


the schematic eye. 
the text. . Will become a 
text books.” 
Optician, D 18 ’36, p. 336, 2/5 col. 
Optician, Ja 1 °37, p. 383, 4-2/3 col. G. W. 
brook. + 


1072. 


Cole- 


Engineering workshop practice. 
3v. London, Caxton Pub. Co. 24 pl., 877 
il. 63s. ® 

Brit. 
“Provides a complete practical course of instruction 
in every important branch of engineering workshop 


machine tool eng., N-D ’36, p. 235, 2/3 col. 


materials and equipment. . Deals exhaus- 
tively with the underlying principles, craftsmanship, 
machines, tools, measuring processes and machining 
methods ‘of to-day and it will prove indispensable to 
the engineer, draughtsman, mechanic, apprentice and 
engineering student. Its scope extends from simple 
hand tools to the latest elaborate machines employed 
for mass production purposes. % - 

1073. Erkens, A. Konstruktive lager- 
fragen. Grundlagen und richtlinien fiir die 
gestaltung von gleitlagern. Berlin, V.D.I. 
Viz., 1936. 46 p. RM 8. 

Stahl u. eisen, D 15 °36, p. 
Achilles. + zs 

1074. Eucken, A.; Wolf, K. L., Ed. 
Hand- und jahrbuch der chemischen physik. 
v. 9. Pt. 3, Anregung der spektren, by W. 
Hanle. Pt. 4, Molekiilspektren von losungen 
und fliissigkeiten, by G. Scheibe and W. 
Fromel. Leipzig, Akad. Verlagsges., 1936. 
200 p., 89 il. RM 18. 

Naturwissenschaften, D 11 °36, p. 797, 4/5 col. 
F. Hund, + (See 1-1484, 1-1485) 

1075. Evershed, W. L. Quantity sur- 
veying for builders. 4th ed. London, 
Chapman & Hall. 10s. 6d 

Civil eng. (London), D ’36, p. 410, 2/7 col. ‘“‘Al- 
though written essentially for the builder, quantity 


1543, 1/2 col. O. 














Technical Book Review Index 81 


surveying is so much a part of civil engineering that 
this book can with confidence be recommended to all 
who have anything to do with this subject.” + 

1076. Faust, O. Deutsches museum. 
Abhandlungen und berichte. Kunstseide 
und zellwolle. 90 Pf. 

Kunstseide, Je ’36, p. 234, 1/4 col. + 

1077. Feder, L. H. ogee ment re- 
lief in periods of depression. N. Y., Rus- 
sell Sage Foundation, 1936. 384 p p. $2.50. 

Public mgt., N ’35, p. 349, 1/5 col. “‘Records sig- 
nificant experience in depressions which occurred be- 
tween 1857 and 1922 with primary consideration given 
to the development of methods of relief administration 
from depression to depression in certain American 
cities.” + 

1078. Ferchl, F.; Siissenguth, A. Kurz- 
geschichte der chemie. Mittenwald (Ba- 
varia), A. Nemayer, 1936. 230 p., 200 il. 
RM 15. 

Jl. of phys. chem., O ’36, p. 938, 2/7 p. “A note- 
worthy supplement to all existing histories of chem- 
istry in that it is mostly illustrative material. There 
is a satisfactory amount of text, and this takes ac- 
count of recent studies in the subject, some of which 
have considerably modified older ideas. The illustra- 
tions are reproductions from actual manuscripts, old 
books, ete., and are very attractively printed on art 
paper with explanatory legends.” J. R. Partington. + 

1079. Fitting, H.; Harder, R.; Sierp, H.; 
Karsten, G. Lehrbuch der botanik fur 
hochschulen, begriindet von Strasburger, 
E.; Noll, F.; Schenck, H. und Schimper, 
A. F. W. Jena, G. Fischer, 1936. 628 p., 
868 fig 

Botanical gaz., S 36, p. 205, 1-1/3 p. “A thor- 
ough revision, with most of the former material re- 
tained but with differences in viewpoint. . . Through- 
out the work, references are abundant and up to date.” 
C. J. Chamberlain. + 

1080. Fliigge, E. Rohseide. Wand- 
lungen in der erzeugung und verwendung 
der rohseide nach dem weltkrieg. Leip- 
zig, Bibliographisches Institut, 1936. 108 p., 
7 tab. RM 6. 

Kunstseide, My ’36, p. 196, 2/5 col. R. U. + 

1081. Foster, W. Inorganic chemistry 
for colleges. 2nd ed. N. Y., Van No- 
strand. 925 p. $3.90. 

Chem. & met. eng., Au ’36, p. 442, 1/4 col. ‘‘En- 
tire chapter ... is devoted to the subject of atomic 
structure. . . Chapters on ionization have been mod- 
ernized, “the new definitions of acid and base are 
given. 

1082. Frohlich, H. Beitrag zur berech- 
nung von mastfundamenten. Berlin, Ernst. 
81 p., 65 fig. RM 7.65. 

. Rev. gén. de lélectricité, D 5 ’36, p. 714, 1/2 col. 
q i 


1083. Fry’s metal foundries. Printing 
metals. London, Fry’s Metal Foundries. 
100 p. 

Foundry trade jl., D 17 °36, p. 475, 1/3 col. ‘An 
attempt to give to clients real knowledge of a range 
of materials they habitually buy and use. Moreover. 
it covers a branch of metallurgy, about the general 
details of which the average metallurgist is lamentably 
ignorant. For the practical man handling these metals 
in a printer’s foundry there is a wealth of really 
practical information.” + 

1084. Fuss, V. Metallographie des alu- 
miniums und seiner legierungen. Berlin, 
Springer. 218 p., 203 fig., 4 pl. 

Rev. de métallurgie, N ’36, p. 695, 3/5 col. L. D. 


1085. Galibourg, J. Etudes théoretiques 








et pratiques sur les aciers au nickel. Pub. 
by Centre d’Information du Nickel. 

Rev. univ. des mines, Au '36, p. 354, 1/3 col. 

1086. Gaujour, R. Les compas Vavia- 
tion. Paris, Lavauzelle. 12 fr. 

Aérophile, N ’36, p. XXIV, 1/4 col. + 

1087. Gaus, J. M.; White, L. D.; Dimock, 
M.E. The frontiers of public administra- 
tion. Chicago, Univ. of Chicago Pr., 1936. 
146 p. $2. 

ys city, N ’36, p. 95, 1/4 col. “Authors .. . are 
well- known students in the field, and found them- 
selves in agreement upon the value of attempting an 
appraisal of certain phases and concepts widely em- 
ployed in the study of public administration.” + 

Public mgt., N ’36, p. 349, 1/3 col. “Consists of 
a series of seven essays, represents an attempt to 
clarify basic ideas and terminology of public admin- 
istration. . . Fill a conspicuous gap in the literature 
of the field and should be placed on the ‘must’ list 
of serious students of public administration.” + 

1088. Giesecke, F. E.; Mitchell, A.; 
Spencer, H. C. Technical drawing prob- 
lems. N. Y., Macmillan, 1936. 90 p. $1.40. 

Power plant eng., D ’36, p. 741, 2/5 col. "May 
be used in conjunction with any good reference text 
on technical drawing, but it has been designed es- 
pecially to coordinate with their book ‘Technical 
Drawing’. The book consists of 90 sheets, bound with 
perforated edges so that they may be removed from 
the book as needed and placed on a drawing board... 
The work sheets are beautifully executed and the 
student should find it a pleasure to follow them.”” + 
(See 2 

1089. Gillette, J. Rural sociology 
3rd ed. N. Y., Macmillan, 1936. 778 p. 
$4.50. 

Jl. of farm econ., N ’36, p. 783, 1-1/2 p. 
“Has been built around the thesis that the relation 
of man to land is the fundamental avenue of approach 
to an understanding of rural problems in America. 
The relation of population numbers, distribution and 
mobility to land problems, is effectively presented. . . 
Should make an especially strong appeal to teachers 
who are connected with departments of agricultural 
economics and farm management.” P. H. Landis. + 

1090. Goddard, E.D. Fundamental ex- 
periments in chemistry. London, Ginn & 
Co. 147 p. 3s. 6d. 

Jl. of phys. chem., O ’36, p. 937, 1/3 po. “Although 
this book is primarily intended for chemistry teachers 
in schools and admirably fulfils its purpose in this 
field, it is noteworthy for the very detailed instruc- 
tions it. gives for assembling and performing some 
of the fundamental experiments relating to the com- 
position of gases (water, hydrogen chloride, ammonia, 
carbon dioxide, carbon monoxide, nitrous and_ nitric 
oxides, and ozone) usually shown in lecture demon- 
strations, so that it would be a very useful book to 
have in the preparation room of a college chemistry 
department.” J. R. Partington. + 

1091. Goldsmiths’ company. The scien- 
tific and technical factors of production of 
gold and silverwork. Intro. by R. S. Hut- 
ton. London, Goldsmiths’ Co. 1s. 

Metallurgia, D ’36, p. 55, 5/8 col. “A series of 
lectures given at Goldsmiths’ Hall, in the winter 
season of 1935-36, reviews from a scientific and tech- 
nical point of view the principles of production of 
gold and_ silver articles. Will be read with more 
than ordinary interest by those engaged in the gold 
and silver trades, because the methods of manufac- 
ture and the several processes which are employed in 
the casting, working, annealing and polishing call for 
frequent examination and overhaul, and_the informa- 
tion it contains will assist their scientific study.”” + 

1092. Goriachkin, V. P., Ed. Theory, 
construction, — manufacture of agricul- 
tural machinery. v. 1 and 2. Moscow, In- 


stitute of Mechuaiaaion, 534 p. and 536 p. 
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Agricultural eng., O 736, p. 452, 1/4 col. ‘*Writ- 
ten in Russian, contain exhaustive mathematical treat- 
ment of the theory of machines, together with a dis- 
cussion of methods and equipment for testing. The 
books are extensively illustrated.” + ne 

1093. Gésele, C. Untersuchungen tber 
die moglichkeit einer langfristigen errite- 
vorhersage in Deutschland. Leipzig, Hir- 
zel. 24 p. RM 1.10. 

Jl. f. landwirtschaft, Nr. 3, °36, p. 253, 1/2 p. 
Tornau. + 


1094. G6tz, \V.; Kosch, A. Was fliegt 
denn da? Das neue, vollstandige taschen- 


buch aller vogelarten Mitteleuropas. Stutt- 
gart, Franckhsche Vigshdlg., 1936. 48 p., 
24 il, 3 tab. RM 4. 

Naturwissenschaften, O 
QO. Heinroth. + 


30 °36, p. 700, 2/3 col. 


1095. Grabner, E. Aus der weberei- 
praxis ftir die webereipraxis. Leipzig, 


Janecke. RM 9.60. 

Kunstseide, .F °36, p. 64, 1/2 col. + 

1096. Grandmaitre, R. Initiation a la 
méthode de calcul des conduites forcées qui 
tient compte de la viscosité du liquide. 
Charleroi, Impr. Provinciale du Hainaut. 
106 p. 12 fr. belges. 

Genie civil, N 21 °36, p. 468, 2/5 col. + 3 

1097, Granit, R. Die electrophysiologie 
der netzhaut und des sehnerven. Copen- 
hagen, Levin & Munksgaard, 1936. 98 p. 

Brit. jl. of ophthalm., Jy °36, p. 441, 1-1/5 p. “An 
authoritative exposition of the discovery and investi- 
gation of the electroretinogram (‘Erg’). Embodies 
one of the greatest advances in neurophysiology, and 
is of importance not only to ophthalmologists but also 
to neurologists.” J. 


1098. Gray, G. W. New world picture. 


Boston, Little, Brown & Co., 1936. 402 p., 
55 fig. $3.50. 

Rev. Ps sci. instr., O ’36, p. 381, 1 col. ‘Clearly 
written thoughtful account of the ‘scientific world 


view of today’. Mr. Gray has attempted to describe 
for the layman the way the physicist is today think- 
ing about things— about the universe in which we 
live, about the ultimate forms of matter and how 
they go together.”” J. T. Tate. + 


1699. Gt. Brit. Dept. of sci. & ind. res. 


The use of abrasive wheels. 5th ed. Lon- 
don, M. Stat. Off. 52 p. 9d. 
Marine engineer, O ’36, p. 283, 1/4 col. “A com- 


plete treatise on the types of abrasive used for grind- 
ing wheels, their manufacture, the safety precautions 
to be observed against the bursting of these wheels 
and other accidents, the prevention of dust inhalation 
and summary of the main precautions recommended 
to engineering establishments using grinding wheels.” 


4. 

1100. Gt. Brit. Imperial bur. of plant 
genetics. Summary of reports received 
from stations in the British Empire, 1932- 
35. London, H. M. Stat. Off. 

Tropical agric., N ’36, p. 309, 2/5 col. “Describ- 
ing the work begun or in progress by the various 
Departments of Agriculture, and research institutions 
in the Empire, it covers the same ground and follows 
similar lines to Supplement I which dealt with foreign 
countries. Information has been conveniently ar- 
ranged under crops, with subsections for each of the 
countries concerned. This should prove a most helpful 
publication for the practical plant breeder, especially 
where he is without the facilities of a large reference 


library.” N. 
Ministry of ‘Agric.—Jl., D °36, p. 920, 1/5 p. + 
1101. Gt. Brit. Imperial institute. The 
mineral industry of the British empire and 
foreign countries: Statistical summary 


imports and exports), 1933- 


(Production, 
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35. London, H. M. Stat. 

Petroleum times, D 12 736, p. 752, 1/2 col. “While 
it deals with innumerable forms of minerals, its utility 
to those requiring such data on petroleum and allied 
products is too little known. Details for almost every 
country are included and the 1935 statistics are com- 
mendably free from omissions. . . Most complete 
guide to benzol data we know is given under the 
sections on production, imports and exports of coal 
by-products.”” + 

1102. Grierson, J. High failure. Lon- 


don, Wm. Hodge & Co. 12s. 6d. 

Flight, D 17 ’36, p. 658, 1/3 col. ‘‘Tells the story 
of his noteworthy 1934 flight from London to New 
York via Iceland, Greenland, Baffin Land and Can- 
ada. . . During much of his flying he was carrying 
out experimental and demonstration D/F work for 
Marconis, and his observations on the behaviour of 
homing equipment add interest to the story.” 

Royal aero. soc.—Jl., D °36, p. 905, i/2 w:. K 
description of the author’s flight in small seaplanes 
over the so-called Arctic Air Route, and it is a very 
interesting record of the adventures and dangers of 
flights of this nature.” + 

1103. Griitter, K. L’électricité dans le 
batiment. Tr. from German by L. E. Favre. 
Zurich, Soc. Electrodiffusion. 64 p., 123 fig., 
26 tab. 6.25 fr. Swiss. 
Rev. gén. de lélectricité, D 12 736, p. 

Cc , 


Off. 7s. 6d. 


746, 2/5: 
col. 


1104. ‘Guédon, L.-P.; Vigerie, R.; Dever- 


nay, E. La locomotive actuelle. Paris, 
Dunod. 607 p. 54 fr. 

Technique moderne, N 15 °36, p. 12, 1/2 col. + 

1105, Giinther, H.; Buscher, G.; Méller, 
W.; Richter, H. Fernsehen in praktischen 
versuchen. Pt. 1 (6 pts.). Stuttgart, 
Franckh’sche Verlagsbuchhdlg. 32 p., 53 il. 
RM 1.20. 

Elektr. nachrichtentechnik, N ’36, p. 382, 1/2 col. 


C. Ginther. + 

1106. Gutenberg, B., Ed. Handbuch der 
geophysik. v. 1, pt. 4, by W. Heiskanen. 
Beobachtung der schwerkraft; Die lotab- 
weichungen; Das problem der isostasie. 
Berlin, Borntraeger, 1936. 236 p., 86 il. RM 
31. 


Naturwissenschaften, O 16 °36, p. 667, 1 col. A. 


Prey. + 
1107. Hadfield, M., Ed. The gardeners’ 
companion. London, J. M. Dent & Sons. 


624 p., il. 7s. 6d. 

Gardeners’ chron., N 7 °36, p. 340, 5/6 col. 
“Ts an ambitious undertaking even for a team of five 
under so good a skipper as Mr. Miles Hadfield. 
Regarded as a complete guide to gardening, it covers, 
under fifteen separate chapter headings, a surprising 
amount of ground. Regarded as an anthology, the 
editor may be congratulated on a nice discrimination.” 
F. K. W. + 

1108. Hammar, J. A. 
phologische thymusforschung im _ letzten 
vierteljahrhundert, analyse und synthese 
nebst sg worten zu der funktionsfrage. 
Leipzig, Barth, 1936. 453 p., 39 il. 

Anatomischer anz., O 20 °36, p. 159, 1/2 p. 
v. Eggeling. + 

1109. Hammett, L. P. Solutions of elec- 
trolytes. 2nd ed. N. Y., McGraw, 1936. 
238 p., 11 fig. $2.25. 

Ji. of cliem. educ., Jy ’36, p. 348, 2/3 col. “A very 
able and attractive presentation of the theory of ana- 
lytical chemistry. Divided into two mé ain parts, 
‘Principles’ and ‘Experiments’. The latter ‘are in- 
tended to illustrate by sound examples of experimen- 
tal method the principles discussed in the first part 


rather than to teach a definite scheme of analysis.’ 
M. M. Haring. + 


Die normal-mor- 
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1110. Hardy, A. C., Ed. Motorships of 
the world. 6th ed. London, Sampson, 
Low. 226 p. 10s. pee 

Gas & oil power, Au 36, p. 206, 1/3 col. ‘ Gives 
a great deal of information which is not to be found 
in Lloyd’s Register. For example, he gives the ap- 
proximate daily fuel consumption wherever possible; 
the type of cooling adopted for pistons and cylinders; 
the make, type, power, r.p.m., ete., of the auxiliary 
engines; and the type of drive, e.g., electric or steam, 
used for the deck and engine room auxiliaries.” + 

1111. Harker, K. A. The law of the 
road. London, Brit. Data Service, 1936. 
76 p. Is. 

Automobile eng., D ’36, p. 506, 1/6 col. ‘Deals 
with the law affecting buying, owning and selling. 
licenses, insurance, brakes, lights, mirrors, driving, 
etc.” 

1112. Harper, H. 
255: pth 98. 

Acroplane, D 16 °36, p. 764, 1/8 col. ‘‘Mr. Harper 
has been harping on this theme for about 25 years. 
For those who like this sort of thing this is exactly 
the sort of thing that they will like.—as ‘Punch’ 
said.” C. G. G. — 

1113. Harrison,J. Engines today. Lon- 
don, Oxford Univ. Pr., 1936. 159 p. 3s. 6d. 

Automobile eng., D ’36, p. 506, 2/7 col. “Large 
portion of the hook is devoted to a historic review of 
prime movers from the very earliest times. .. Is much 
more interesting than the average textbook, equally 
as informative, and does not lead to confusion by 
descriptions too technical for a beginner’s understand- 
ing 2 a3 . y . . 

1114. Harrison, L. V.; Laine, EF. After 
repeal: a study of liquor control adminis- 
tration. N. Y., Harper, 1936. 296 p. $2.50. 

Public mat., D ’°36. p. 377, 1/5 col. “A common 
sense description and appraisal of the purposes and 
methods of present-day liquor control.’ + 

Am. city, D ’36, p. 101, 2/7 col. + 

1115. Healy, W.; Bronner, A. F. New 
light on delinquency ,and its treatment. 
New Haven (Conn.), Yale Univ. Pr., 1936. 
234 p. 

Training school bul., N °36. p. 144, 1/2 p. “De- 
scribes the important problems of juvenile delinquency 
and investigates them in detail through various scien- 
tific techniques.”” D. M. A. + 

1116. Hellis,s H. Brevi saggi sull-amore 
sessuale. Tr. by M. T. Chiesa. Milan, 
Hoepli, 1936. 152 p. Lira 8. 

Riv. di psicologia, Ap-Je ’36, p. 144, 1/3 p. M. + 

1117. Helsby, C.; Hamann, C. W., Sam- 
uely, F. J.. Ed. The welding and cutting 
year-book, 2nd ed., 1936-37. London, 
Temsbank Pub. Co. 5s. 

_ Welding ind., D 36, p. 425, 3/4 col. ‘Brief note 
of the progress of welding during the interval since 
the appearance of the first edition is followed by seven 
chapters devoted to the processes mainly in use to-day. 

. Useful as the first edition undoubtedly was, the 
present volume is more useful still, both to the oper- 
ator and to those who are concerned with supervision 
or design. Not the least of its qualities is that there 
is no ‘padding.’ ” : 

Marine engineer, D ’36, p. 348, 2/5 col. + 

Gas & oil power, D 36, p. 316, 3/7 col. + 
_1118. Hémardinquer, P. Dépannage. 
Entretien et mise au point des appareils 
radio-électriques. v. 1, Unités, tables de 
mesures rapides, etc. Paris, Libr. de I’En- 
seignement Technique. 215 p. 30 fr. 

Ind, électrique, N 25 ’36. p. 530. 2/5 col. + 

1119. Henze, O.  Kontrollbuch fiir vo- 
gelnistkasten. Berlin, Reichsnahrstand- 
Vizg., 1936. 57 p. 

Jl. f. landwirtschaft, Nr. 3, ’36, p. 255. 2/7 p. 
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Hall, 1936. 537 p. $5. 
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1138. Iowa state planning bd. An ap- 
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“Though this book is not written in the name of psy- 
chology it contains some very sensible psychological 
observations, and a mass of excellent and original 
illustrations from which any psychologist will be able 
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1143. Joffe, J. S.  Pedology. New 
Brunswick (N. J.), Rutgers Univ. Pr. 575 
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subject.” + — 
1144. Johannsen, O. Handbuch der 


baumwollspinnerei, rohweberei und fabrik- 
anlagen. 4th rev. ed. Leipzig, Bernh. 
Friedr. Voigt. 
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Forstwesen, Jy-Au ’36, p. 182, 2/5 p. Hudeczek. + 

1152. Katz, D.;: Katz, R. Conversations 
with children. London, Kegan Paul, 1936. 
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Omar Khayyam. These sketches are very well writ- 
ten and show evidence of a great deal of research: 
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_1155. Kemp, P. The alternating-current 
circuit. London, Pitman. 104 p., 57 fig. 
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elementary texts in colloids are altogether too descrip- 
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nische berichte. 24 berichte tiber den stand 
der technik auf einzelgebieten entsprechend 
den ausstellungsgegenstanden der Leipziger 
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* de pharm. et de chim., Jy 16 ’36, p. 100, 3/4 
p. F. 
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when the Corps becomes a permanent institution in 
our American forests. This publication helps focus 
attention on this need, but, further than that, it sug- 
gests the kind of instruction likely to prove most 
effective.” H. E. Clepper. + 

1177. Lessel, W. Die schlauchelectrode 
zur lichtbogenschweissung von kupfer. 
Berlin, V.D.I. Vig. 57 p., 41 fig., 3 tab. 

Gente civil, D 12 °36, p. 544. 1/8 col. 

1178. Lettré, H.; Inhoffen, H. H. Uber 
sterine, gallensduren und verwandte natur- 
stoffe, herzgifte, hormone, saponine und 
vitamin D. Sammiung chemischer und 
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chemisch-technischer vortrage, v.29. Stutt- 
gart, Enke, 1936. 320 p., 2 charts. RM 28 


Naturwissenschaften, D 18 °36, p. 815, 7/8 col. 

A. Butenandt. + 
Angewandte chem., Jy 11 

H. Wieland. + y . 
1179. Lewis, A. W. Wood decoration. 


London, Technical Pr. 55 p. 2s. 6d. 

Engl. mechanics, D 11 °36, p. 200, 1/6 col. 
“About one-half occupied by line and photographic 
illustrations . . . is intended to instruct the wood- 
worker in the use of the Vee-tool and gouge for 
decorating various articles.”” + 

80. Lewis, N. D.C. Research in de- 
mentia praecox. N. Y., Nat. Committee 
for Mental Hygiene, 1936, 320 p. 

Training school bul., N '36, p. 143, 1/4 p. ‘Well 
organized report of recent senlaiain research in de- 
mentia praecox intended primarily for professional 
use, but not too technical for the layman. The clini- 
cal, etiological, and pathological aspects of dementia 
praecox are discussed at length and case studies are 


36, p. 471, 3/4 col. 


included. Presents an elaborately classified bibli- 
ography which covers the important works in the 
field.” + 

1181. Link, H. C. The return to re- 
ligion. N. Y., Macmillan, 1936. 181 p. 
$1.75. 


Jl. of abnor mal & soc. psycholoay, Jy-S °36, p. 243, 
1-3/4 p. “An ‘up-lift’ book of an unusual type and 
as of not inconsiderable persuasiveness in places.” 

. Van N. Dearborn. + — 


"1182. Locomotive engineer’s pocket book. 


1936-37 ed. London, Locomotive Pub. Co. 
400 p. 3s. 6d. 
Engineering, D 11 7°36, p. 649, 2/5 col. “Carries 


a step further a process of transition from its early 
days of catering mainly for the railway enthusiast to 
becoming of use to the practical railway man. 
Among the tabulated information are to be found par- 
ticulars of the width and distribution of the different 
gauges, typical loading-gauge diagrams, the names 
mileage and gauge of most of the railways of the 
world, a list of the chief locomotive officers of the 
Empire’s railways, and a list of British industrial 
works owning locomotives, with the number possessed 
ly each. For the rest the general arrangement rather 
suggests information collected and included as it hap- 
pened to turn up.” + — 

1183. Louttit, C. M. Clinical psychol- 
ogy. N. Y., Harper, 1936. 695 p. 

Training school bul., N ’36, p. 142, 1-2/7 p. “To 
present the clinical aspects of the behavior problems 
of children. Is well organized, systematic, and 
scholarly. Helpful citations, an extensive bibliogra- 
phy, and a plentiful number of well arranged tables 
are other complementary features. In brief, the litera- 
ture of clinical psychology which is germane to the 
thesis of the book is, for the first time, commendably 
organized and systematized.” + 

1184. Lowe, A. R. M.; Innes, H. A. Set- 
tlement and the forest and mining frontiers. 
Canadian frontiers of settlement,v.9. Toron- 
to, Macmillan. 424 p., 49 il., 35 tab. $4.50. 

Can. mining jl., D ’36, p. 653. 1/2 col. ‘First part 
is chiefly concerned with the relation of colonization 
and settlement to the lumber and the pulp and paper 
industries, while the second part describes the estab- 
lishment of the mining industry in the several great 
mining districts of Canada. The copious references to 
authentic sources of information, and the very clear 
and careful presentation of the material impress the 
reader with the tremendous amount of work in re- 
search and compilation.”? + 


1185. Lowe, K. F. Flugzeugortung. 
3rd ed. Berlin-Charlottenburg, C. J. E. 
Volckmann. 67 il. 4 tab., 2 charts. RM 
2.80 


Automobiltechn. seit : 25 °36, 


1186. Liibbert, 
Handbuch der 


473, 1/5 col. + 


Pivenbeum, F., Ed. 


Pri Be ves 


Nordeuropas. 


Review Index 


Technical Book 





v. 2, Naturgeschichte und wirtschaftliche 
bedeutung der seefische Nordeuropas, by 
E. Ehrenbaum. Stuttgart, FE. Schweizer- 
bart, 1936. 337 p., 276 il., 26 tab. RM 47. 

Naturwissenschaften, O 16 °36, p. 669, 7/8 col. 
W. Schnakenbeck. + 

1187. Lundholm, H. The 
of belief. Durham (N. C.), 

1936. 245 p. $3. 

Character and personality, D °36, p. 173, 2 p. 
““Manifests here, as in his earlier publications, two 
outstanding qualities which are as rare as they are 
esuunitial for the advancement of psychologic: ul theory: 
first, the power of seeing problems which hitherto 
have lain under our noses and which remain invisible 
to many of us even when they have been clearly indi- 
cated; secondly, the courage to press home his attack 
on them consistently in terms of the fundamental the- 
ory adopted and of the more special hypotheses formu- 
lated for the application of the theory to the more 
special aspects of the main problem with which he is 
concerned.” W. MeD. + 

1188. Lutz, H. L. 
ed. N.. ¥u 
p. $4. 

Public mat., O °36, p. 317, 1/4 col. “New edition 
of one of the leading texts in the field of public 
finance contains several new features which recom- 
mend it to the public administrator. There is an 
added emphasis upon public expenditures, on financial 
administraticn, and upon public credit and debt ad- 


ministration.”” + 
. ) 

1189. McAlpine, R. Kk.; Soule, B. A. 
Fundamentals of qualitative chemical analy- 
sis. N. Y., Van Nostrand. 324 p. $2.40. 

Chem. & met. eng., Au °36. p. 442, 2/5 col. “For 
use in an elementary course in qualitative analysis, 
this new work is not to be confused with the same 
authors’ earlier book based upon the text of Prescott 
and Johnson’s ‘Qualitative Chemical Analysis’. 
Represents a commendable forward stride in teaching 
methods used in elementary qualitative analysis.”” + 

1190. Macdonald, A. D. — L-uphrates ex- 
ile. G. Bell & Sons. 301 p., 8 photos. 7s. 
6d. 

Acroplane, D 9 °36, p. 744, 1/2 col. “Shows the 
country trom a new angle. The author, Captain 
A. D. Macdonald, whose wife is well known as an 
owner-pilot of unusual ability, served as an I[ntelli- 
gence Officer with the R. A. F., and the book deals 
with the two years before the surrender of the man- 
date. Recollections and tales which go to make 
up this book are interesting and amusing in them- 
selves, but above all each one throws some light on 
characteristics of the tribes and the land in which 
they live.”? + 

Flight, D 31 °36, p. 704, 2/7 col. + 

1191. McFarland, J. H. Roses of the 
world. Boston, Houghton Mifflin. $3.75. 

Horticulture, D 15 °36, p. 473. 1/2 col. “Is filled 
with colored portraits of rose varieties, some old and 
many new. Is more than a picture hook. however. 
Besides a description of each rose illustrated, there 
are many comments on the origin and development 
of the different varieties, as well as chapters on the 
planting and care of roses in Summer and Winter.”’ + 

1192. Macleod, J. J. R.; Seymour, R. J. 
Fundamentals of human physiology. 4th ed. 


psychology 
Duke Univ. 


3rd 
928 


Public finance. 
Appleton-Century, 1936. 


St. Louis (Mo.), C. V. Mosby Co., 1936. 
424 p., 4 pl, 108 il. $2.50. 
Am, jl. of optometry, D ’36, p. 472, 2/3 p. “Has 


presented the subject in such a clear and understand- 
able manner that what seems an involved subject from 
the pens of some writers is here presented in a way 
as to be both clear and readily comprehensible. . . A 
text, not for the advanced student of physiology but 
rather for the beginner and as such should play an 
important part in some of the work of our many 
eri —_—. courses for the older practicing optometrists. 
K. + 


“T103 a H.; Cordier, D. 
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Paris, Bailliére. 162 p., 30 fig. 


de combat. 


30 fr. : i 
Jl. de pharm. et de chim., Jy 1 ’36, p. 47, 1-1/5 p. 


Ss. R. + 

1194. Main, W.; Chaplet, A. Toutes 
les matiéres plastiques artificielles. Paris, 
Libr. des Sciences Pratiques Desforges, 


1936. 233 p. 34.50 fr. 

Kunststoffe, Au ’36, p. 177, 2/5 col. Escales. 7 

1195. Mair, L. P. Native policies in 
Africa. London, G. Routledge & Sons, 
1936. 312 p. 12s. 6d. a ; 

Nature, D 5 ’36, p. 947, 2/3 col. ‘Policies, admin- 
istrative methods and problems of the European pow- 
ers in Africa are concisely summarized and discussed. 
. ... An indispensable aid to anyone who seeks to 
understand the extremely complex question of native 
development and administration in Africa.’? + 


1196. Mair, R.; Schiitz, E.  Einfithrung 
in die anatomie und _ physiologie des 
menschen (fiir nichtmediziner). J. F. Leh- 


mann, 1936. 109 p., 164 il. RM 8.40. 

Anatomischer anz., Je 23 '36, p. 319, 3/5 p. v. Eg- 
geling. + 

1197. Mangan, J. ‘Thoughts on sales- 
manship. N. Y., Dartnell Corp. $1.50. 

Am. business, D ’36, p. 58, 1/4 col. “A ‘down to 
earth’ book on selling which neither suffers from the 
dullness of the ordinary textbook type of volume on 
salesmanship, nor does it suffer from the platitudinous 
verbosity of the many ‘inspirational’ books on selling.” 


1198. Manuel des peches maritimes fran- 
caise. Ed. by LeDanois. 4v. Paris, Off. 
Sci. et Tech. des Péches Maritimes, 1935-36. 
v. 1, 141 o.. v. 2, 199-0. v.-3, 1735: p. -v--4, 
189 p. 75 fr. 

Internat. inst. of refrig.—Bul., Nr. 3, °36, 
p. 150, 2/3 p. “‘An attempt has been made to give a 
comprehensive survey of the actual state of fishery 
methods and practice in France. . . Special reference 
is made to the modernization of ports and the use of 
distant fishing grounds. In this connection, a special 
chapter is devoted to ‘the use of refrigeration in the 
fishing industry.’ ”’ 

1199. Mareschalchi, A. Scritti agrari. 
Casalmonferrato (Italy), Fratelli Marescal- 
chi, 12 La. 

Riv. Italiana delle essenze, Je 15 ’36, p. XXXV, 
1/6 col. 

1200. Marthe, G. Nouvelles réflexions 
sur la puissance motrice du feu. Paris, 
Imprimerie Lahure. 64 p., 33 fig. 15 fr. 

Rev. gén. de lélectricité, N 14 '36, p. 618, 2/7 
col. T. P. + 
1201. Maudit; Lamboeuf. 
a courant continu. 
80 fr. 

Ind. électrique, N 10 ’36, p. 508, 1 col. + 

1202. Meade, J. R. Adam’s profession 
and its conquest by Eve. N. Y., Long- 
mans, Green. $2.50. 

Horticulture, D 15 '36, p. 474, 1/2 col. “An en- 
tertaining, but at the same time informative mixture 
of personalities and gardening information, written by 
a man who loves his garden and writes about it with 
sympathy and feeling. It is a witty and charming 
book for the gardener’s lighter moments, with doses 
of information for good measure.” + 


1203. Meiners, G. Die technik selbst- 
tatiger steuerungen und anlagen. Neuzeit- 
liche schaltungstechnische mittel und ver- 
fahren, ihre anwendung auf den gebieten 
der verriegelungen und der selbsttitigen 
steuerungen. 3erlin, Oldenbourg, 1936. 


La dynamo 
Paris, Dunod. 460 p. 


225 p., 144 il. RM 12.50, 





Technical Book Review Index 





Elektrotechn, seit., N 12 36, p. 1334, 1 col. R. 
ler. e 
Gen. electric rev., D 36, p. 625, 2/5 col. ‘‘Goes 
beyond the field of automatic stations proper, because 
there is no sharp line of demarcation between auto- 
matically controlled and remotely controlled stations. 
The author reviews the progress in both fields over 
a ten-year period during which the art has developed 
very materially. . . Only a very brief index and no 
bibliography.” + 
1204. Meller, C. Manuel de la soudure 
a l’arc. Tr. from Eng. by P. Neumayer. 
Paris, Dunod. 182 p., 83 fig. 45 fr. 
Electricien, D 1 ’36, p. 540, 1/3 col. + (See 1-188) 
1205. Mersereau, S. F. Materials of in- 
dustry. Rev. ed. N. Y., McGraw, 1936. 
541 p., 237 fig. $2. ’ 
Jl. of chem. educ., Au ’36, p. 400, 1/2 col. “Was 
written primarily for students in technical and voca- 
tional high schools who have not necessarily had phys- 
ics and chemistry. . . Considerable attention is paid 
to the historical development of the industries making 
products involving chemical changes. . . Is of value 
if one wishes a brief, simple and non-technical descrip- 
tion of the materials used in modern industry. It 
should be of special service to high-school teachers 
of chemistry and to business men.” W. T. Read. + 
1206. Milick, E. Eléments d”algébre 
ornamentale. Paris, Dunod, 1936. 112 p., 
245 il. 35 fr. 
Riv, Italiana delle essenze, Jy ’36, p. XXXVI, 1/2 


col. + 
1207. Miller, H. J. High tensile strength 
brasses or “manganese bronzes”. London, 


Copper Dev. Assoc. 

Colliery guardian, D 23 ’36, p. 1193, 1/6 col. “A 
metallurgical review of the properties and uses of 
brasses. . . Before considering the properties of the 
high tensile brasses, the author briefly reviews the 
characteristics of the binary copper-zine series. Fol- 
lowing this, the effects of single additional elements 
upon mechanical properties are undertaken and, fin- 
ally, the author deals with more complex alloys.”’ + 

1208. Miller, R. M. The feasibility of 
establishing an iron and steel industry in 
the Lower Columbia River Area using elec- 
tric pig iron furnaces. 2 v. mimeographed. 
Portland (Ore.), Division Engineer, North 
Pacific Division. $2. 

Blast furnace & steel plant, O ’36, p. 911, 2/5 
col. ‘‘Based on an investigation of the iron and steel 
industry on the Pacific Coast, and of the possibility 
of using electric furnaces as the basis of a plant in 
the Columbia River area. It contains a discussion of 
the electric furnace production of pig iron and the 
practice in other countries, as well as a detailed con- 
sideration of the conditions at Portland which would 
contribute to the success or failure of such an indus- 
try, together with estimated costs and market stud- 


“"1209, Mitchell, E. L. The Tithe Act, 
1936. London, Land Agents’ Soc., 1936. 


36 p. 1s. 6d. 

Ministry of Agric.—Jl., O '36, p. 696, 1/5 p. 
“Salient features of the new measure are explained, 
and there is a table for calculating the amount of a 
redemption annuity in respect of tithe rent charge. 
Land and tithe owners and other persons affected by 
the Act will find this a useful and authoritative guide 
to its provisions.” + 

1210. M6llendorff, \V. v., Ed. Hand- 
buch der mikroscopischen anatomie des 
menschen, v. 3. Pt. 2, The eye, by W. Kol- 
mer and H. Lauber. Berlin, Springer. 
1936. 782 p., 475 il. RM 150. 

Brit. jl. of ophthalm., Au ’36, p. 485, 1 p. “This 
elaborate treatise on the microscopy of the eye was 
begun by Prof. Kolmer, but the only part which was 
completed by him before his lamented death was the 
chapters on the retina and the development of the 
eye. The rest of the book is by Prof. Lauber, who 
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has, however, been able to avail himself of micropho- 
tographs by Kolmer which comprise the majority of 
the illustrations. . . Can be strongly recommended as 
the best and most up-to-date description . . . of the 
retina... at present available. . . Bibliography occu- 
pies 65 pages of small print, and is fairly complete 
as far as continental literature is concerned, but little 
attempt has been made to cope adequately with litera- 
ture in the English language.” Salt 

1211. Moller, N. H. The law of civil 
aviation. London, Sweet & Maxwell. 25s. 

Flight, D 17 °36, p. 663, 2/7 col. “Will be an 
indispensable addition to the libraries of both airline 
operators and airport managers. . . Is divided into 
two sections. The first of these is primarily con- 
cerned with the general trend of orders and regula- 
tions, while the second deals with the less thoroughly 
established principles. Ten appendices cover the ac- 
tual details of the conventions, acts and regulations.” 


a 

1212. Montalbano, G. Concetto bioio- 
gico e clinico di predisposisione alle ma- 
lattie mentali e al delitto. Palermo, M. 
Greco, 1936. 279 p. L. 25. 

Riv. di psicologia, Ap-Je ’36, p. 143, 1/3 p. G. 
Vidoni. + ’ ; : 

1213. Monteil, C. Ventilateurs, 
flantes et compresseurs centriluges. 
Dunod. 144 p. 28 fr. 

Houille blanche, Jy-Au 736, p. 128, 1/3 col. + 

1214. Monvoisin, A. La _ conservation 
par le froid des denrées périssables. 2nd 
ed. Paris, Dunod, 1936. 518 p., 187 fig., 
4 pl. 128 fr. 

Internat. inst. of refrig—Bul., Nr. 3, 736, p. 
149, 2/3 p. ‘“‘This work, the first edition of which 
appeared in 1923 has acquired a solid reputation for 
the reliable and comprehensive information it supplies, 
and may be considered as one of the classic texts 
in refrigeration literature. Of the considerable 
amount of investigational work performed in the field 
concerned since 1923, mention is only made in a pru- 
dent way and to a very limited extent. . . No litera- 
ture references are given.’”’ + — ; me ; Ee 

1215. Moon, P The scientific basis of 
illuminating engineering. N. Y., McGraw, 
1936. 608 p., tab., il. $5. 

Franklin Inst.—J1., D ’36, p. 763, 2/3 p. ‘“‘Con- 
tents are confined to the material which will be of 
greatest use in an introductory course in illuminating 
engineering—the scientific basis of the subject—a de- 
velopment of a suitable foundation of applied physics. 
. ... Is well constructed, the subjects presented in 
logical order and in a clear and well illustrated man- 
ner. It is flexible in that certain portions can he 
omitted or included to accommodate specific coverage. 
A bibliography follows each chapter for further read- 
ing. Tables furnish valuable reference material. To 
those who desire to follow illuminating engineering as 
a profession and therefore desire a sound technical 
hasis from which it may be possible to exercise origi- 
nality for development beyond present methods, this 
book should be of value.” + 

1216. Moore, R. R. H. Pruning in sum- 
mer. 2nd ed. London, Ed. J. Burrows & 
Co., Ltd. 2s. 

Gardeners’ chronicle, N 7 ’36, p. 340, 1/4 col. 
“For, every step taken in his unorthodox method of 
pruning, Mr. Moore gives a satisfactory reason, and 
adds a diagram that shows how the work is done. 
The explanatory text is so simple that none but the 
utterly unintelligent can possibly err.’’ + ; 

1217. Moore, W. P. Yachts, their care 


and handling. 395 p. $3.50. 

Rudder, D ’36, p. 76, 2/3 col. “Is the best book 
of its class this year, though like all the rest of the 
general books on yachting it has tried to cover too 
much ground. . . The best and most original part of 
this work is the matter on ‘Buying Your First Yacht.’ 
‘What Does it Cost to Own a Boat?’, ‘Economy in 
Operation,’ ‘Lights and Lighting’ and ‘Cruising 
Notes’. In these chapters is real, sound, practical 


souf- 
Paris, 


stuff—hasn’t been done properly before, and was 

really needed.” 7 7 : 
218. Morgan, B. S. _ Individuality in a 

collective world. London, Allen & Un- 


win, 1936. 260 p. 10s. 6d. ; 

Brit. jl. of psychology, O ’36, p. 234, 1/2 p. “A 
very thought evoking essay on the extremely complex 
problem of the place of the individual in the social, 
collective world. She shows that individuality is not 
the unit from which society develops, but rather it is 
an acquisition that the individual achieves as he is 
able to integrate his experience and develop it above 
the restrictions of the collective world. . . Psycholo- 
gists who may too readily persuaded to talk easily 
of ‘the Individual’ and ‘Society’ as if they were two 
things, will find the paradoxes and difficulties result- 
ing from the acceptance of this division revealed and 
considered in a remarkably lucid discussion embodied 
in a simple and delightfully vivid style.’ + 

1219. Morgan, Sir G. T.; Burstall, F. HH. 
Inorganic chemistry: a survey of modern 
developments. Cambridge, W. Heffner & 


Sons. 462 p. 15s. 

Electrician, D 11 ’36, p. 732, 1/2 col. “Gives a 
survey of the recent advances which have heen made 
in the study of the chemical elements and of the 
properties and structures of their typical inorganic 
compounds. . . Serves rather as a source book of in- 
formation than as an account of recent advances for 
the general reader.” . J W. + 

1220. Morrison, L. H. High speed Die- 
sel engines. Chicago, Am. Technical Soc. 
236 p., 126 il. $2.50. 

Power plant eng., D ’36, p. 741, 2/5 col. “First 
half of the book is taken up with a general considera- 
tion of high speed engines and its various component 
parts, while the second half is a detailed consideration 
of the many high speed engines now built in this 
country. . . A concise and comprehensive treatment of 
the high speed engine as such for the purpose of ac- 
quainting engineers and the engineering public with a 
particular type of engine which is becoming of in- 
creased commercial importance.” + 

Internat. eng., Ja °37, p. 33. 1/4 col. + 


1221. Morse, P.M. Vibration and sound. 


London, McGraw. 251 p. 24s. 

Electrician, D 11 °36, p. 732, 1/6 col. ‘Follows 
the traditional physical treatment of Oscillations, 
Strings. Bars, Membranes and Plates, Plane and 
Scattered Sound Waves. and Standing Waves, with 
a little introductory mathematics. . . A number of 
useful mathematical tables for acoustic calculations is 
appended, hut the best feature of the hook is that it 
is easily readable by engineers and contains some of 
the latest ideas culled from the practice of sound 
reproduction, treated from the point of view of the 
mathematical physicist.”” L. E. C. H. + 

1222. Mortimer, F. J., Ed.  Wall’s dic- 


tionary of photography. 14th ed.  Lon- 
don, Iliffe & Sons. 636 p.. dgrs. 7s. 6d. 
Wireless wld., D 18 °36, p. 657, 1/4 col. “‘Al- 


though it derives its name of dictionary from the 
fact that its contents are arranged in_ alphabetical 
order, it is actually a very complete reference hook, 
invaluable to the professional no less than to the keen 
amateur photographer. . . Has heen brought completely 
up to date and deals fully with the latest develop- 
ments in both still and cine photography.”? + 

1223. Morton salt-soil road bureau. Con- 
struction manual for salt-stabilized roads. 


Chicago, Morton Salt Co. 25 p. Free. 

Contractors & engineers mo., D ’36, p. 11, 2/7 
col. ‘‘Contains complete data on calculations for the 
use of salt by various methods for the stabilisation 
of base and wearing courses of roads, the selection 
and grading of material and useful tables as well as 
helpful diagrams showing the cross-section of roads at 
the various stages of stabilization with salt.”” + 

Public works, D ’36, p. 54, 1/5 col. + 

1224. Mott, N. F.; Jones, F. The the- 
ory of the properties of metals and alloys. 
N. Y., Oxford Univ. Pr. 326 p. $8. 
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for testing materials—-Bul., D °36, p. 16, 
2/5 col. “Aim to give as complete an account as Ppos- 
sible of the present state of the electron theory of 
metals and of its success in accounting for the ob- 
served properties of metals and alloys... Speci: al at- 
tention is paid to metals with abnormal properties. . . 
The relation, between their crystal structures and their 
magnetic, electrical, and optical properties is pointed 
out and accounted for in terms of the theory.”? + 
1225. Mueller, H. F. Die jiingste en- 
ergie und ihre sendung. Geschichte und 
wesen der elektrizitat und ihre bedeutung 
fiir volk und wirtschaft. Berlin, Vlg. f. 
Sozialpolitik, Wirtschaft u. Statistik, 1936. 


Am. soc. 


84 p., 15 il. RM 0.75. 

Elektrotechn. szeit., D 10 ’36, p. 1468, 1/5 col. 
Pge. + 

Electrical age, Ja ’37, p. 181, 1/4 col. “Traces the 


—mainly—national history of the newest utilized 


sources of energy, electricity, and its influence on 
the lives of a people now and in the future.” + 
(RM 2) 

1226. Miigge, R. Wetterkunde und wet- 
tervoraussage. Die welt im _ fortschritt. 
Berlin, F. A. Herbig, 1936. 275 p. RM 
2.95. 


Naturwissenschaften, 
H. Mollwo. + 

1227. Muller, M. Prognose und thera- 
pie der geisteskrankheiten. Leipzig, Thieme, 
1936. 164 p. RM 7.20. 

Mind, O °36, p. 391, 1/3 p. “Essentially a com- 
pendium in which the more recent publications in the 
German language are reported and arranged in appro- 
priate chapters. The defects of the work may be seen 
in the section on syphilitic psychoses, in which not a 
single English or American investigation is men- 
tioned.’ 


+ - 
1228. Mund, O. 


D 11 °36, p. 800, 1/2 col. 


Der Rebhannsche satz. 


Berlin, Ernst. 34 p., 30 fig. 
Genie civil, D 12 °36, p. 544, 1/6 col. ~ 


1229. Nachtergal, A. Guide pour 1’ex- 


écution des dessins de machines. Paris, 
3éranger. 96 p., 112 fig. 
Rev. de métallurgie, N ’36, p. 692, 1/4 col. L. D. 


ea 

123 0. Najder, K. W. 
ers’ guide (formulas, 
strength of materials). 
bor (Mich.), Edwards Bros. 
243 by il S275. 

Automotive ind., D 19 °36, p. 855, 2/7 col. ‘‘Con- 
tains a good deal of fundamental engineering infor- 
mation such as found in engineering handbooks, to- 
together with numerous worked-out examples. + (See 


1-203) 

Am. machinist, D 16°36, p. 34, 1/3 col. + 

Product eng., Ja ’37, p. 38. 1/3 col. + 

1231. Nat. assoc. of master plumbers of 
the U.S. Cost accounting system. Wash. 
(D. C.), Nat. Assoc. of Master Plumbers. 
Set No. 20 for medium or small volume 
business, $22.50. Set No. 200 for large vol- 
ume business, $30. 
_ Heating & ventilating, 
simplified cost accounting 
plumbing contractors. The purpose of this system is 
to give the contractor intelligent information on the 
condition. of his business at all times. Is based on 
the double entry method of bookkeeping "whereby two 
entries are made for each transaction.’ 

1232. Nat. labor relations bd. 
of econ. research. 


Machine design- 
mechanics, graphics, 
2nd ed. Ann Ar- 
Lithoprinted. 


D °36,. p. 52; 273 eol.. “A 
system for heating and 


Division 
Governmental protection 


of labor’s right to organize. Wash. (D. C.), 
Nat. Labor Relations Bd., 1936. 174 p. 
Free. 

Public mat., D °36, p. 377, 1/5 col. “Summary of 








the evidence introduced in a hearing before the Na- 
tional Labor Relations Board bearing upon the pro- 
visions of the National Labor Relations Act and rea- 
sonableness of the relations embodied in it.’? + 

1233. Nat. recreation assoc. Playgrounds: 


their administration and operation. Ed. by 
G. D. Butler. N. Y., A. S. Barnes & Co., 
1936. 402 p. $3. 

Public mat., D ’36, p. 377, 1/5 col. ‘Designed to 
help playground authorities work out a_ satisfactory 
plan of oper ation and to maintain an effective stan- 
dard of service.’ 


» af 
1234. Needham, J. 


Order _and_ life. 

Cambridge, Univ. Pr., 1936. 175 p., 43 il. 
os. . 

Naturwissenschaften, N 11 °36, p. 717, 1. col. 


E. Binning. + : co 

1235. Neese, H. E. Kleines 1 x 1 fir 
elektroschweisser. Berlin, Union Deutsche 
Vigsges. 192 il. RM 2. 

Automobiltechn. zeit., N 25 ’36, p. 585, 1/8 col. + 

1236. Y. Conf. of mayors and other 
municipal officials of the State. Munici- 
pal problems. Albany, Conf. of Mayors 
& Other Municipal Officials of the State of 
N.. Xy 2980. gy $125. 

Am. city, N °36, Os. 1/8 col. ‘“‘Among the sub- 
jects receiving Pl on are tax limitation, traffic 
regulation, tax foreclosure, regulation of land sub- 
division, blighted areas, flood control, and unemploy- 
ment relief.””’ + 


1237. Newcum, K. M. Master service 
manual. Detroit, Business News Pub. Co. 
440 p., 227 fig. $3. 


Internat. inst. of refrig¢—Bul.. Nr. 3. °36, 
p. 150, 1/2 p “Was written for those wishing to 
specialize in this branch. A_ very clear outline is 
given of the operating principles of household units. 
with a description of their essential component parts. 
Current sources of trouble are discussed. Recom- 
mended practice is set forth for installing household 
electric refrigerators, and a long chapter is devoted 
to service. . . Seems to entirely answer the purpose 
it was written for and may be warmly recommended 
to all interested.”? + 

238. Newitt, D. M., Ed. 
dustries, 1936. London, 


Ltd. 381 p. 

Chem. & met. eng., Au 736, 442, 1/4 col. “New 
catalog contains much useful B stioar ros and chemical 
engineering data, and in addition serves as a handy 
guidebook to the British chemical and equipment manu- 
facturers. Index divides the subject matter into 
ten sections which include information on hoth pro- 
cess equipment and chemical products.” 


239. Nixon, St. J.C. The invention of 


Chemical in- 
Leonard Hill, 


the automobile. London, Country Life, 
Ltd., 1936. 143 p. 7s. 6d. 

Automobile eng., D ’36. p. 506, 2/5 col. ‘Deals 
entirely with the lives of Benz and Daimler, the two 


inventors who almost simultaneously produced the 
first vehicles to be driven by an internal combustion 
engine, the forerunners of the car as we know it to- 
day. . . Story is well told and the hook exceedingly 
well illustrated.” - 

1240. Nonnenbruch, F. Die dynam- 
ische wirtschaft. Munich, Zentralvlg. der 
NSDAP, 1936. 295 p. RM 4.80. 

een, VOD: £., N 21°36. p. 1427, 
Curth. + 

1241. Norlund, P. Viking settlers in 
Greenland: and their descendants during 
five: hundred years. London, Cambridge 
Univ. Pr., 1936. 160 p. 7s. 6d. 

Nature, D 5 °36, p. 948, 1-1/2 col. ‘Has clothed 
with flesh and blood the dry bones of archaeology, and 
told the story of the colonization of Greenland, and 
of the hard lives of the settlers in their valiant ef- 


1/3 col. H. 
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forts to maintain themselves in an inhospitable land. 

.. A fascinating tale, the record of a great adven- 
ture viewed from all its various aspects. It provides 
an admirable illustration of the life of a Norwegian 
settlement of the Viking age. Is fully illustrated, 
containing inter alia a series of illustrations of the 
Herjolfnes garments.” 

1242. Oakland (Calif.). City planning 
commission. Eastbay mass transportation 
survey. 2v. Oakland (Calif.), City Plan- 
ning Comm. y. 1, 57 p. v. 2, 58 pl. $2.50. 

Am. city, N °36, p. 97, 1/5 col. “To furnish a 
background of facts which will assist in an under- 
standing of existing conditions and future require- 
ments of the transportation of masses of persons by 
public carriers. 


~ 
1243. Odum, H. W. Southern regions 


of the United States. Chapel Hill, Univ. 
of North Carolina Pr., 1936. 644 p., 600 
maps, charts, tab. $4. 

of farm ccon., N ’36, p. 773, 3/4 p. “ ‘To 


present. an adequate picture, partial but representa- 
tive, of the southern regions of the United States in 
fair perspective as to time- quality, to geographic fac- 
tors, and to the cultural equipment and behavior of 
the people’. Deserves a place in the library of any 
person or institution interested in either the South or 
in regionalism in general. It contains a wealth of 
data, well interpreted on each of these subjects, and 
the comprehensive wr makes the information read- 
ily available.” C, Allred. + 

1244. Ohlen-Bishop Co. Saw efficiency. 
(Bulletin WP-8.) | Columbus (Ohio), Oh- 
len-Bishop Co. 75 x Free. 

Wood products, D ’36, 27, 2/7 col. “A compre- 
hensive .. . manual eecevian a wide range of subjects 
and problems relating to the sawing of wood. It is 
valuable to the skilled craftsman as well as the aver- 
age householder.”’ 

1/2 col. + 


Mill & factory, D ’36, p. 90, 


1245, Ostrolenk, B.  Electricity—for use 
or for profit? N. Y., Harper. 211 p. $2. 
Electrical wld., D 5 ’36, p. 96. 2/5 col. “Seems to 


have been written to advocate the competitive yard- 
stick as a stop-gap between ‘futile’ regulation and 
future governmental py oy of utilities. There 
is hardly a good word for the utility industry or its 
social contributions. . . For those who like warmed-up 
victuals from the Federal trade and other ice-hboxes 
there have already been several better-framed books 


on correctives for utility errors of commission and 
omission,”?’ — 
1246. Ostwald, W. Colour science. Tr. 


by J. S. Taylor. London, Winsor & New- 
ton, Ltd. Pt. 1, 141 p. 15s. Prt. 173 p. 
10s. 6d. 

Brit. jl. of psychology, O ’36, 226, 1 p. ‘‘After 


an adequate introduction to the lisery of colour the- 
ory, a short and concise statement of the nature of 
light. and a brief outline of the processes of vision, 
Dr. Ostwald’s first task_is to urge us to adopt, with- 
out quibble, the Weber-Fechner Law. This he does in 
order to permit the establishment of a fixed ‘grey 
scale’ or series of achromatic standards. . . In Part 

. describes various pieces of apparatus es 
for the verification of his. suppositions.” A, F, R.-S.+ 


1247. Oxford univ. Dept. of forestry. 
Forest bibliography to 3lst December, 1933. 


Pt. I. Oxford, Univ. 1936. 78 p. 
Tropical agric., D ’36, p. 332, 2/3 col. ‘Contains 
a list of the periodicals, bulletins, reports and other 


material to be found in the library of, the Imperial 
Forestry Institute, Oxford, but does not include any 
mention of the books contained in the library. A con- 
siderable amount of literature published in French and 
German is included. Will prove a valuable guide 
to all who are interested in forest literature.’”’ R.L.B. 

Jl. of forestry, N °36, p. 2/3 col. M. B. 
Williams. + 


1248. Palazzo, F. C. 


1012, 


Le trementine 
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Dieci anni di esperienze in materia 
Firenze (Italy), Tipogratia 


italiane. 
di resinazione. 
Giuntina, 1936. 

Riv. Italiana delle 


col. + 

1249. Palmer, L. S 
ing. Rev. ed. London, 
1936. 

Engineer, D 25 36, p. 679, 1/6 col. “Most of the 
matter in the original colane has heen included, but 
each chapter has been brought up to date. yew 
sections have also been added on such subjects as ; the 
production, propagation, and reception of ultra short 
waves, the theory and practice of beam aerial 
tems, the recent advances in knowledge of the iono- 
sphere and its actions on the propagation of wireless 


waves 
A. An 


XXXIV, 


essenzse, Je °36, p. 


Wireless engineer- 
Longmans, Green, 
sys- 


ee : 
1250. Parcel, J. I.; Maney, G. 
elementary tre wise on statically indetermi- 


nate stresses. . Y., Wiley, 1936. 432 p. 
$5. 
Engineering jl., D °36, p. 559. 3/4 col. “Have 


tried to show the essential unity of the subject under- 
lying the great diversity of method. In the opinion of 
the reviewer they have succeeded admirably. Numer- 
ous examples and problems illustrate the theory and 
throughout the book there is a commendable effort, 
unusual in books dealing with this highly theoretical 
subject, to tie up theory with practice. . . A complete 
course in advanced structural design for the student, 
and an invaluable book of references for the practis- 


ing structural engineer.’ J. Portas. 

Can. engineer, Ja 12 °37, p. 22, 1-1/4 col. C. R. 
Young. + : . 

1251. Parsons, Sir J. H. Diseases of 
the eve. 8th ed. N. Y., Macmillan, 1936. 
705 p., 381 il. $5.50. 

Am. jl. of optometry, D °36, p. 472, 1/3 p. “The 


fifth edition to come forth in the last ten years, which 
indicates that the work has won a place as one of the 
valuable texts on this subject, which it really is as it 
fully covers the subject. Optometrists interested 
chiefly in the diagnostic phases of ocular work will 
find here much that is both new and freshly presented 
and the book is so cross indexed that it becomes a 
text of great value for rapid reference work in the 
K. 


refrz age room.” C. ¢ 
*36, p. 489, 3/4 p. + 


Brit. jl. of S sndiolon. Au . 
1252. Pastorelli, F. The glorious bond- 
Lon- 


age of illness. Tr. from the French. 
don, Allen & Unwin, 1936. 224 p. 6s. 

Brit. jl. of psychology, O °36, p. 236, 2/7 p. 
“Gives an introspective account of the psychological 
life of a talented woman, who has been condemned 
to bed and chronic suffering by severe heart trouble. 

. Contributes nothing to scientific psychology, but 
as an account of an individual’s development during a 
long period of suffering may give insight into the pri- 
vate worlds of those isolated from general life by 
illness.” 

1253. Pavloff, M. 
hauts-fourneaux. 3rd 
State Pub. Co., 1936. 

Rev. de mé ‘tallurgie, N °36. 
Diougatch. + 

1254. Perham, M., Ed. 
London, Faber & Faber, 
15s. 

Nature, D 5 °36, p. 947, 2 
heen that of selection, and the 
dividuals here included have 
the subjects themselves, or have been reported ver- 
hatim. Not only are the narratives intensely enter- 
taining in themselves, but for the social anthropologist 
they are also valuable raw material for judgment of 
the effects, psychologic: al and other, of European con- 
tacts on the individual.” + 

1255. Peter, M., Ed. 
sein bau und betrieb, seine pflege und re- 
paraturen. 11th rev. ed. Berlin, R. C. 


Schmidt & Co., 1936. RM 20. 


Les dimensions des 
rev. ed. Moscow, 
111 p., 79 fig. 

696, 1/2 col. L. 


Africans. 
16 pl. 


Ten 
1936. 356 p., 
3 col. “Her task has 


lives of the ten in- 
either heen written by 


Der kraftwagen, 
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Automobiltechn. seit., N 25 ’36, p. 585, 1/3 col. + 

1256. Pétery, I. Le développement de 
l'électrification de la Hongrie en 1930-1933. 
Budapest, Toldi Lajos. 118 p., 64 tab., il. 
80 fr. 

Rev. gén. de l'électricité, N 28 '36, p. 682, 1 col. 
E. Wilczek. + WA 

1257. Petzold, H. Fachzeichenheft fur 
elektrotechniker. Pt.2. Langansalza, Julius 
Beltz. 

Ind. électrique, N 10 '36, p. 508, 1/4 col. C. F. + 

1258. Phelps, R. H. Iron and steel wire; 
a bibliography. Pittsburgh, Carnegie Li- 
brary, Technology Dept., 1936. 68 p. 

Blast furnace & steel plant, N _’36, p. 972, 1/5 col. 
“Includes history, description of plants, equipment, 
cleaning, wiredrawing, dies, heat treatment, effect ot 
temperature, and testing of wire.’’ + 

1259. Photograms of the year. The an- 
nual review of the world’s pictorial photo- 
graphic work. 42nd ed. London, Iliffe. 
7s. 6d. (See 1-1638.) ne 

Flight, D 10 ’36, p. 638, 1/6 col. ‘Containing 
over eighty beautifully reproduced plates, together 
with reviews of a year’s photographic progress and a 
guide to British Photogr: aphic Societies.””’ + 

1260. Physical society. Reports on prog- 
ress in physics. v. 2. London, Physical 
Soc., 1936. 371 p. 21s. 

Jl. of phys. chem., O ’36, p. 933, 2/5 p. “‘Reso- 
lutely avoids a narrow view of the subject and over- 
emphasis of certain very new fields. The latter re- 
ceive proper attention and their due space, but it is 
rather necessary to emphasize that this report does 
represent progress in physics rather than in a mere 
branch of physics, and its value to physical chemists 
is correspondingly enhanced.”” J. R. Partington. + 
(See 1-871.) : 

1261. Pinchot, G. Just fishing talk. 
Harrisburg (Pa.), Telegraph Pr. 238 p., il 
$2.50. 

Am. forests, N ’36, p. 526, 1/4 col. ‘The story— 
or stories, for there i. twenty-three of them—ot a 
great fisherman, a greater conservationist. . . Ideal 
armchair entertainment, whether you’re a fisherman 
or not.”’ E. K. 4+ 3 7 

1262. Pippard, A. U. S.; Baker, J. F. 
The analysis of engineering structures. 
London, E. Arnold, 1936. 554 p., il. 30s. 

Genie civil, N 7 ’36, p. 420, 1/3 col. + 

Royal aero. soc.—Jl., N ’36, p. 835, 2 p. “Is, un- 
questionably, the most ably written and most authori- 
tative book on engineering structures published during 
the past fifteen years, years which have seen, in some 
respects. a most fruitful advance in engineering meth- 
ods generally. Will become the classic textbook of 
the present generation and one which will prove of 
immense value also to the older, practising engineer, 
whether aeronautical or civil.” + 

1263. Podolsky, J. Ouniversalnaia for- 
moula ouprougoi linii balki. Moscow, 
State Publ. Office. 152 p., 77 fig. 

Genie civil, N 21 ’36, p. 468, 1/8 col. + 

1264. Polansky, V.S. Zinc coating (hot 
galvanizing): a bibliography. Pittsburgh, 
Carnegie Library Technology Dept., 1936. 
110 p. 25c. 

Blast furnace & steel plant, N °36, p. 972, 1/4 
col. “Includes history and development, galvanizing 
procedure, galvanizing equipment and fuels, effect of 
galv anizing, tests, corrosion, welding, specifications, 
galvanizing plants, by -products and their recovery, 
United States patents. British patents.’ + 

— cleaning & finishing, D ’36, p. 832, 1/10 
col. 

1265, Portland cement assoc. Concrete 
bridge details. Chicago, Portland Cement 
Assoc. 48 p. Free. 








Concrete, S ’36, p. 20, 1/4 col. “Every designer 
of bridges should have at hand a copy of this useful 
bulletin. Line drawings and halftones show the struc- 
tural details of abutment footings, breast-walls, wing- 
walls, bridge seats, joints in abutments, joints in 
decks, drainage, and handrails.” + 7 

1266. Quantenmechanik der materie und 
strahlung. 2nd ed. Pt. 2, Molekiile. Hand- 
buch d. radiologie, v. 6. Leipzig, Aka- 
demische Verlagsges. RM 54. 

Physical soc.—Proc., Jy 1 ’36, p. 672, 1/2 p. 
“Consists of a series of articles by experts on the 
properties of molecules. . . Theory of molecular spec- 
tra is given in a general, non-mathematical way by 
R. de L. Kronig, who deals with the quantum num- 
bers and method of description of rotational, vibra- 
tional and electronic states. . . There is an authorita- 
tive article by P. Debye and H. Sack on the elec- 
trical properties of molecules such as induced polariza- 
bilities, dipole moments, and the effect of these on 
dispersion in gases and fluids, oe with a learned 
discussion of the Raman effect by G. Placzek. . . Dr. 
F. Block contributes an article on the molecular theory 
of magnetism with sections on the diamagnetism and 
paramagnetism of atoms and molecules and the ferro- 
magnetism of the iron group of solids. The quantum 
theory of valency is dealt with by W. Heitler.’ 
a L.-J. ie ‘ veel 
1267. Quiett, G. C. Pay dirt. N. Y., 
Appleton-Century. 

Explosives eng., D ’36, p. 374, 1/5 col. “Interest- 
ingly written in a narrative style, gives a panoramic 
picture of the romantic search for gold and of all the 
gold rushes that have taken place in the United States 
and Canada.” + 

1268. Rabkin, E. B. Polychromatic 
plates for color-sense examination. Kief, 
State Medical Pub. Bd., 1936. 40 p., 20 pl. 
30. rubles. 

Am. jl. of ophthalm., D ’36, p. 1120, 7/8 col. 
“Are along the lines of the Ishihara plates for testing 
color vision. But the designs for recognition by the 
patient consist of numbers and geometric forms (cir- 
cle, triangle, square). The plates are so planned that 
it is possible to differentiate between the principal 
forms of defect. . . Is suitable for use in English- 
speaking countries or in Russia, since the preface 
and the careful explanation of the principles and 
aw of the tests are printed in both languages.” 
W. H. Crisp. + 

1269. Radio engineering handbook. 2nd 
ed. N. Y., McGraw. 850 p. $5. 

Communication & broadcast eng., N ’36, p. 26, 2/3 
col. “Is more engineering—which, after all, is what 
one expects to find in a handhbook—and less textbook 
material. . . Chapter on broadcasting has been ex- 
panded to the point where it is of real value; similar 
remarks might be made of the sections on antennas, 
aircraft radio and receiver design.” 

1270. Rauber-Kopsch. Lehrbuch und 
atlas der anatomie des menschen. 14th rev. 
ed. Pt. 4, Eingeweide. 1936. 412 p., 468 il. 
RM 18.90. 

Anatomischer anz., Je 1 °36, p. 237, 2/5 p. v. 
Eggeling. + 

1271. R.C.A. Institutes. Television. v. 
1. Camden (N. J.), R.C.A. Inst. Tech Pr., 
1936. $2. 

Radio news, Ja ’37, p. 426, 1/4 col. “A collection 
of addresses and technical papers on the development 
of television, all the papers having been delivered by 
Mr. Sarnoff and engineers of Ops 

ere a & broadcast eng., N te i BOM SLF 
co. 

Radio ena., O ’36, p. 14, 1/4 col. 

1272. Recording & statistical corp. The 


public utility and the rate problem. 
Electrical wld., D 26 ’36, p. 17. 1/6 col. “Dis- 
cusses policy and objectives in making rate changes 
and indicates the need for careful study in advance 
of each modification. The benefits and drawhacks of 
the various methods and approximations used in pro- 
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jecting revenue from alternative rate possibilities are 
outlined so as to avert unnecessary loss in net revenue 
from an inadequately considered decision.” : 

1273. Reichelt, K. Der kopfkohl, seine 
kultur und aufbewahrung. Stuttgart, Eu- 
gen Ulmer. 24 11. RM 

Jl. f. landwirtschaft, Nr. 3, 
Tornau. + : is 

1274. Reichsinnungsverband des elektro- 
installateur-handwerks. Lehrbuch zur vor- 
bereitung fiir die ablegung der gesellen- 
und meisterpriifung im elektro-installateur- 
handwerk. Ed. by F. Bode. 17th ed. 
Frankfurt a. M., Reichsinnungsverband des 
Elektro-Installateur-Handwerks. 467 p., 352 
il. RM 4.80. 


"36, p. 254, 4/9 p. 


Elektrotechn, zeit., N 12 ’36, p. 1335, 1/5 col. K. 
Krohne. + 2 ; : 
1275. Reuther, H. Bauerliche buchfihr- 


ung mit lehrbeispielen. Leipzig, Vlg. Hach- 


meister & Thal. RM 0.75. 
+ uaa Nr. 3, ’36, p. 256, 1/6 p. 
Seedorf. ; 

1276. “Richter, G. Das anatomische the- 
ater. Berlin, Emil Ebering, 1936. 154 p., 
53 il. 

Anatomischer auz., S 30 °36, p. 64, 1/3 p. v. 


Eggeling. + 

1277. Richter, M. A. Die selbstversorg- 
ung mit elektrischem strom und ihre wirt- 
schaftlichen vorteile fiir gewerbliche und 
industrielle unternehmungen, sauggas- und 
diesel-motor- —- klein-elektrizitatswer- 
ke. Leipzig, S. Hirzel, 1936. 131 p., 55 il. 
RM 3.80. 

Zeit. der wirtschaftsgruppe 
°36, p. 269, 1-1/2 p. Horn. + 
1278. Riggleman, J. 
ods for presenting business _ statistics. 

vy. Y.. McGraw, 1936. 269 p. $2.50. 

Public mgt., D °36, p. 377, 1/5 col. ‘Presents in 
non-technical language the fundamental principles of 
graphic presentation which should not be difficult to 
apply to municipal statistics.’”? + 

1279. Robertson, M. Dun Laoghaire, 
its history, scenery and development. 
Dublin, Messrs. Hely’s Ltd. 77 p., il. 2s. 6d. 

Am, city, N ’36, p. 95, 1/4 col. “Contains an in- 
teresting description of the physical features of the 
district of Dun Laoghaire, its history, its growth and 
development and its social and cultural activities. The 
purpose is to provide a background of material for 
the preparation of a planning scheme for the future 
development of the borough.” + 

1280. Rogers, H. E.; Cohen, H. H. 
Legal tax-saving methods. Tax Research 
Inst. of Am. $10. 

Am, business, D ’36, p. 58, 1/6 col. “A loose-leaf 
volume dealing with tax-problems of all kinds, prop- 
erly and conveniently indexed with thumb tabs for 
quick reference. . . Lists more than one hundred and 
fifty specific methods of reducing or eliminating fed- 
eral taxes, including income taxes and surtax on un- 
distributed excess profits.’”? + 

1281. Rogers, S. Freak ships. $2.50. 

Rudder, D ’°36, p. 78, 1/5 col. ‘‘From such obvi- 
ously ‘freaky’ vessels as the Admiral Popov up to the 
merely ‘unusual’ cup yacht Enterprise the author 
gaily recounts the more extraordinary vessels which 
have been designed and built—and usually song 
as impractical since the early days of shipbuilding. . 
Achieves very fair accuracy in most of his statements 
and the illustrations are plentiful and good.” 

1282. Rohde, FEF. S. My garden note- 
book. London, “My Garden.” 150 p. 6s. 

Horticulture, D 15 ’36. p. 474, 1/2 col. “A neatly 
hound book which is suggested as a safe place to 


suckerindustric, Mr 


Graphic meth- 


eview Index 93 


harbor all the valuable bits of information gathered 
from here and there. Bits of garden or nature 
poetry, quaint observations from the old herbals, and 
ancient proverbs, together with the woodcut illustra- 
tions, are intriguing accents in what would otherwise 
he a collection of blank pages—at least, until the 
gardener fills them.” ; ; F 
1283. de Rohozinski, M. Contribution 
a l'étude de la péneétration électrolytique 
des substances médicamenteuses dans les 


milieux oculaires. Paris, E. LeFrangois, 
1936. 57 p. ett 
Brit, jl. of ophthalm., S °36, p. 556, 3/4 p. 


“A brief review of the history of electrolysis, the 
laws that govern its physical and chemical operations 
and its therapeutic application. A chapter is devoted 
to the electrolytic penetration of certain medicaments ; 
Cantonnet’s work is quoted and some of his case re- 
ports have been drawn upon.” + ’ 

1284. Romeyer, J. Etude sur l'avia- 
tion italienne. Paris, Blondel la Rougery. 


6 ir. 

Aérophile, N °36, p. XXIV, 1/6 col. + 

1285. Rosendahl, C. ©.; Gortner, R. \.; 
Burr, G. O. J. Arthur Harris, geneticist. 
Minne: apolis, Univ. of Minn. Pr., 1936. 209 
p. $2.50. ; 

Eugenical news, N-D ’°36, p. 151, 1 col. ‘Three of 
his colleagues at the University of Minnesota. . . tel 
by him as Ma botanist, biometrician . . . 320-item 


” 


bibliography. 

1286. hen, Fuk. 

nosis in the neuroses. 
1936. 192 p. 

Mind, O °36, p. 390, 3/4 p. “‘In the chaos of con- 
flicting speculations and therapeutic claims that go 
to swell the monstrous bulk of medical psychological 
literature, it has become virtually impossible for the 
ordinary medical reader to separate the grain from 
the chaff, but in this review of 1,200 cases which have 
come under his personal observation, Dr. Ross has 
provided us with a standard by which we may hope 
to form a reasonable view of the results which skilled 
and judicious treatment may obtain in the neuroses. . . 
May be most warmly commended to the attention of 
neurologists and those psychotherapists who are not 
neurologists.” 

1287. Rowntree, L. 

Y., Macmillan. $3.50. 

Horticulture, D 15 °36, p. 474, 7/8 col. “Has an 
intimate knowledge of every one of the hardy Cali- 
fornians which she describes. She knows them not 
only in their native haunts, but their reactions in the 
garden and their responses to cultivation. . . Descrip- 
tions are vivid; the book is well illustrated by photo- 
graphs of many species in their native habitats, all 
taken by the author in her wanderings.” a 

1288. Rudy, Vitamine und mangel- 
krankheiten: ein kapitel aus der mensch- 
lichen ernahrungslehre. Berlin, Springer, 
1936. 160 p. RM 4.80. 

Nature, D 12 '36, p. 994, 3/5 col. 
semi-popular nature, it quite rightly 
giving det ailed references and also, 
investigators’ names. Without at any point depart- 
ing too ostensibly from current orthodox pharmacol- 
ogy, he gets extremely near to suggesting that the 
vitamins may be regarded, and used, as individual 
specific therapeutic agents, on the basis of their esti ib- 
lished physiological action rather than of their ‘nor- 
mal’ role in ‘natural’ nutrition.”” A. L. B. + 

1289. Sage, A Une science de l’ordre 
est cachée dans le monde des nombres. 
Paris, J, Thiébaud. 142 p. 15 fr. 

_ gén, de lélectricité, N 28 °36, p. 682, 


<a 500. Saliger, R.; 


An inquiry into prog- 
Cambridge, Univ. 


Hardy Californians. 


“Being of a 
refrains from 
for the most part, 


1/4 col. 


Bittner, E. Versuche 


an eisenbetonbalken. Vienna, Springer. 
79 Diy 30 tig. 
Genie civil, D 12 °36, p. 544, 1/5 col. 
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1291. Salomon, R. Opicinus de Canis- 
tris. Weltbild und  bekenntrisse eines 
avignonesischen klerikers des 14. jahrhun- 
derts. London, Warburg Institute, 1936. 
348 p., 89 pl. 

Mind, O °36. p. 393, 1/2 p. “Influence of cultural 
pattern upon the form of senatel disorder is well ex- 
emplified in the autobiography of Opicinus de Canis- 
tris, now for the first time published since it was 
discovered by Saxl in the Vatican Library in 1913... 
Are appended to the main volume a learned examina- 
tion of the Pavian’s artistic method and sources by 
Heimann, and a_note by Krautheimer on the olil 
double cathedral of Pavia which Opicinus has figured. 


1292. Santarella, L. La collaborazione 
del laterizio nei solai di cemento armato. 
2nd rev. ed. Milan, Hoepli. 

Rev. univ. des mines, Au 736, p. 354, 1/5 col. 
F. Campus. + ; 

1293. Satet, R. Le controle budgétaire. 
Paris, Delmas. 330 p., 104 wl 40 fr. 

Rev. gén. de lélectricité, D 12 °36, p. 746, 1/2 col. 
c. B. + : ; 

1294. Sbornik Vedeckych Praci. Dedi- 
dicated to Prof. Ing. Dr. Mont Frantiska 
Piska. 60 p. 

Foundry maki jl.. D 3 °36, p. 426, 4/9 col. “A 
collection of technical Papers on foundry practice. . 
Judging by the eminence of the various authors in 
their respective spheres, the publication should make 
a valuable contribution to metallurgical literature in 
the Czech language.” 

1295. Scheer, Ing. Internationales pa- 
tent-, muster- und waren-zeichenrecht. 
K5ln, Patentrechtlicher Vig. des Patent- 
hbiiros, 1936. RM 15. 

Automobiltech. seit., S 25 °36. p. 473. 1/3 col. + 

1296. Schmalfuss, K. Das kalium. Eine 
studie zum kationenproblem im stoffwechsel 
und bei der ernahrung der pflanze. Freis- 
ing-Miinchen, F. P. Detterer, 1936. 98 p., 
3 il., 12 tab. RM 2.80. 

Jl. f. landwirtschaft, Nr. 3, °36, p. 254, 2/3 p. 
Tornau. + 

1297. Schulz, \\.: Louis, H.; Goethe, F. 
3ergtechnisches taschenwo6rterbuch. Essen, 
Vig. Gliickauf. 2 pts. Eng.-Ger., 90 p. Ger.- 
Eng., 76 p. RM 5.40. 

Ena. & mining jl., D ’36, p. 642, 1/5 col. ‘Have 
taken pains to create a handy pocket dictionary giving 
the exact equivalents in the two languages of mining 


terms and phrases and expressions in related branches 
of science. 

1298. Schulze, T. K. Die herstellung 
und prtifung homéopatischer arzneimittel— 
eine anleitung ftir das apotheken-labora- 
torium. Dresden, Steinkopff. 92 p., 21 fig. 
RM 4.50. 

Jl. 4 pharm. et de chim., Jy 16 ’36, p. 99, 2/5 p. 
PF. 

1399, Seashore, C. E. Psychology of 
the vibrato in voice and instrument.  Uni- 
versity of Iowa studies in the psychology 
of music, v. 3. Towa City, Univ. Pr., 1936. 
159: p., 35 fig: $1.75. 

Rev. of sct. instruments, O °36, p. 372, 2/3 col. 
“In Vol. I of this series of studies Dr. Seashore has 
already fully described the instruments and technical 
recording methods for studying vibrato employed by 
himself and his school of investigators. The present 
volume does not duplicate the earlier presentataion of 
the laboratory technique, but constitutes an elemen- 
tary text-book on vibrato for artists, teachers and stu- 
dents of music, and systematically summarizes many 
technical papers which Seashore and his students have 
published. Treatment is well arranged, the graphic 


illustrations are easily understood, the tables are not 
too involved or numerous, and there are copious ref- 
erences for those who would ~~? up the many suc- 
cinct summary statements.”” W. Miles. + 

Acoustical soc. of Am.—JI., K 37, p. 205, 1-1/4 
col. W. T. Bartholomew. + . 

1300. Sehm, J.O. Die Schreckenberger 
bergordung 1499/1500. Die alteste deutsche 
gedruckte bergordnung. Pt. 1, Faksimile- 
druck der bergordung. 16 p. Pt. 2, Begleit- 
text und schliissel. 47 p. Zwickau (Sa) 
F. Ullmann, 1936. RM 4.85. 

Gliickauf, D 5 ’36, p. 1237, 3/4 col. Serlo. + 

1301. Sherwood, M.H. From forest to 


furniture. N. Y., W. W. Norton. $3. 
Am. forests, D ’36, p. 572, 1/4 col. “Author... 
is more than a connoisseur of beautiful wood. He is 
a traveled woodsman who knows the trees as they 
grow in the forests and who takes pride in having 
seen the trees cut in out-of-the-way places of the 
world. It is rich with anecdotes of travel, and of the 
adventures of wood buyers and furniture salesmen. 
Anyone who loves trees will find this book an informa- 
tive and stimulating companion, and those who are 
interested in _ will find it an invaluable 
guide.” G. H. a . 
1302. Shirley, J. Cc. The redwoods of 
coast and gE ‘ eimad Univ. of Calif. 
Pr. 74 p., $1.2 
Am. Po D 36, 'p. 572, 1/4 col. “Dendrologi- 
cal facts, the history and some of the more satisfying 
quotations concerning two trees which link the misty 
veiled antiquity with the present have been assembled 
. in a beautifully illustrated little book.” G. H. 


1303. Slessor, J. C. Air power and 
armies. London, Oxford Univ. Pr. 231 p. 
4 maps. 10s. 6d. 

Flight, D 17 °36, p. 663, 1 col. “Deals with the 
work of aircraft in a land campaign. . . Based on a 
series of lectures delivered at the Army Staff College 
at Camberley between 1931 and 1934, and it deals 
with questions far beyond the scope of the recon- 
naissance work of av so-called army co-operation 
squadrons.” F. A. 

Military eng., ee O7, p. 78, 1 col. “Based on 
lectures delivered by the author at the British Staff 
College between 1931 and 1934. . . Discusses the 
proper role of the Air Force in support of an army 
engaged in major military operations. . . Will help 
every soldier to prepare himself intellectually for the 
crucial ag when the solution is reached by blood and 
iron. 


1304, Sloss-Sheffield steel & iron co. 
Phosphorous. Birmingham (Ala.), Sloss- 
Sheffield Steel & Iron Co. 

Steel, D 7 736, p. 80. 2/7 col. “Consists of four 
papers. . . Six Years’ Progress in the Metallurgy of 
Phosphorus in Cast Iron, by Rebecca Hall Smith, 
foundry consultant, Detroit; ‘Treatise on Phosphorus 
in Foundry Pig Iron, by the late Y. A. Dyer, con- 
sulting metallurgist, Birmingham, Ala.; The Carbon 
Equivalent in Gray Iron Control, by Dr. J. T. Mac- 
kenzie, met: allurgist, Birmingham, Ala.; and a castings 
analyses guide prepared by F. E: Fisher, metallurgist, 
Chicago.” 

1305. Smith, A. D. B.; Robison, O. J.; 
Bryant, D. M. The genetics of the pig. 
Reprint from Bibliographia Genetica, XII. 
Edinburgh, Inst. of Animal Genetics, 1936. 
160 p. 3s. 6d. 

Ministry of Agric.—Jl., D ’36, p. 918. 1 p. “The 
most complete study that has yet been made of the 
available data on the genetic characters of the pig. 
Includes sections that deal with production and_pos- 
sible methods of improvement. . . Is provided with a 
very full bibliography and a good index.” : 

1306. Smith, D. E. Portraits of emi- 
nent mathematicians, with brief biographi- 


ry sketches. N. Y., Scripta Mathematica. 
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am. pliysics teacher, D ’36, p. 216, 1/4 col. 
“Twelve fine reproductions of portraits. . Caretully 
selected by Professor Smith trom his collection of 
three thousand portraits of mathematicians (and physi- 
cists). . . Each portrait is loosely slipped into a beau- 
tifully printed folder containing a biographical sketch.” 


1307. Social science research council. 
Committee on public administration. The 
administration of old age assistance in 
three states. Chicago, Public Administra- 
tion Service. 78 hy $1. 

Am. city, N °36 os. 1/3 col. “The three states 
heing Tc Mn Bg "New Jersey, and New York, 
which have had their programs in effect for at least 
five or six years. .. Appendix gives a comparison ot 
rules and regulations governing administration of old- 

age assistance in the states studied.” ae 

1308. Soc. for the preservation of the 
landscape features of Essex County, Massa- 
chusetts. The handbook of conservation. 
Boston, Soc. for the Preservation of the 
Landscape Features otf Essex Co. $1.50. 

Horticulture, N 15 °36, p. 440, 2/3 col. “A guide 
to the coordination of Pith ots work wherever con- 
servationists may abide. It is the first effort ever 
made to bring together all the channels and agencies 
working for the restoration and conservation of na- 
tional and historical features in a given area.” + . 

1309. Stanley, F. A. Punches and dies 
2nd ed. N. Y¥., McGraw. 476 p., il. $4. 

Am. machinist D 16 736, p. 1064, 2/5 col. “While 
principles of die design have changed little since Mr. 
Stanley brought out his first edition in 1919, details 
of construction are decidedly different. . . Some sec- 
tions have been extensively rewritten and some new 
ones have been added. Modern illustrations have been 
included as additional material or to replace those 
showing older types of tools.’’ + 

1310. Starch, D.; Stanton, H. M.; Koerth, 
\W. Controlling human behavior. N. Y., 
Macmillan, 1936. 638 p. $2.90. 

Exgenical news, N-D ’36, p. 152, 1/2 col. “Sum of 
all their work is an excellent book, full of valuable 
suggestions to the teacher, parent, business man,—to 
everybody. The volume of the book is enhanced by 
references to the literature and by questions to apply 
to one’s self.’ 

1311. Staudacher, E. Der baustoff holz. 
Beitrage zur kenntnis der materialeigen- 
schaften und der konstruktionselemente. 
ee Gebriider Leemann & Co., 1936. 
RM 5 

, Mean O ’36, p. 250, 1-1/2 p. J. H. Flatscher. 


1312. Stedman, T. L. 
cal dictionary. 13th rev. ed. 
Wm. Wood, 1936. 1291 p. $7.50. 

dim. jl. of optometry, D ’36, p. 473. 1/2 p. “Gives 
the user, in a very easily understood manner, the 
pronunciation and derivation of more than 15,000 
modern medical, surgical, pharmacal, dental and other 
scientific terms, including those used in ocular work 
and ocular writing.’”’ C. K. 

1313. Stenz, E. 
morz ‘i atmosfery. 
niki, v. 11. Warsaw, 
1936. 303 p., 26 pl. 

Nature, D 12 ’36, p. 994, 2/5 col. “Comprehensive 
Polish work on the physics (and incidentally much 
geology) of the globe, the sea and the atmosphere is 
a noteworthy publication and does credit to its author 
and his nation.’? + 

1314. Stolte, H. A. Das werden der 
tierformen. Ein einfithrung in die grund- 
fragen der entwicklungsphysiologie. Stutt- 
gart, Enke, 1936. 

Anatomischer anz., Jy 25 
Goetsch. + 


Stedman’s medi- 
Baltimore, 


“Ziema: fizyka globu, 
Z dziedziny nauki i tech- 
“Mathesis Polskiej”, 


°36, p. 415, 1/2 p. W. 


1315. Stritzl, P. BE. The protection of 
electrical plant. London, Pitman. 18s. 

Engineer, D 11 °36, p. 634, 5/6 col. “Those seek- 
ing information on the protection of electrical plant in 
accordance ~~ Continental practice will find this 
book useful.” 2 

1316. Stuart, |; Paes Molekiilstruktur. 
Berlin, Springer. 388 p. RM 32. 

Physical soc. —Proc., Jy 1 °36, p. 672, 4/5 p. “A 
connected account of the information now available as 
to the structure of molecules. Is profusely illus- 
trated, contains comprehensive references to the litera- 
ture, and bears the wee of a ei areful and thorough 
piece of work.” J. E 

1317. Stumpf; “Picikart; Weber, H. I1.; 
Weltz, G. A. Rontgenky mographische be- 
wegungslehre innerer organe. Leipzig, G. 
Thieme, 1936. 516 p., 447 il. RM 44. 

Anatomischer anz., Je 1 *30. p. 23 2/5 p Vv. 
Eggeling. oe 


1318. Sublet, F. G. 


3 


ai 


Education for in- 


dustry and citizenship. London, Oxford 
Univ. Pr. 144 p. 4s. 
Electrician, D 11 736, p. 732, 1/4 col. “Cle arly 


indicates that the claims of specialized training and 
true education lead to divergence of effort and that 
nations must decide whether they require highly 
specialized brains to operate the increasing complexity 
of civilization, with perhaps the loss of intellectual 
freedom, or whether treedom of thought and cultural 


values are to prevail.” L. E. C 


1319, Sutherland, L. \V.; Ellison, N. 
Aces and kings. London, John Hamilton, 
Ltd. 276 p., 30 il. 7s. 6d. 


Acroplane, D 16 °36, p. 763, 1 col. “Deals with 
the War in Palestine in general and the doings of 
No. 1 Australian Squadron in particular. Decid- 
edly this is one of the best War books ever written... 
Even those who have read Lawrence and Sir Hubert 
Young will find that nearly all of it is either fresh 
ground or a different angle.” C. G. G. + 

1320. Sutton, G. M. Birds in the wil- 
derness. N. Y., Macmillan. 200 p., il. 
$3.50. 

Am. forests, D °36, p. 572. 1/3 col. “A delightful 
adventure story of his experiences in the scientific 

Pe ok 


realm of bird lore.” D. 






1321. Swann, W. F.G. Die architektur 
des universums. Tr. by Kk. Soll. 3erlin, 
Keil-Vlg., 1936. 346 p., 26 il. RM 10. 

Zeit. f. techn. _ physik, Nr. 10, ’36, p. 341, 1/2 col. 
G. Mierdel. — 

1322. ‘neue, F. Der arbeitseinsatz und 


die arbeitslosenhilfe in Deutschland. _ Ber- 
lin, Otto Elsner, 1936. 189 p. RM 7.80. 

Stahl u. cisen, N 26 ’36, p. 1472, 3/4 col. W. 
Reinecke. +4 

1323. Tait’s electrical directory of Aus- 
tralia and New Zealand. Melbourne, Tait 
Pub. Co. 356 p. 10s. 

Elec. eng. & merchandiser, N 16 °36, p. 276, 
col. “Important additional feature is the reproduction 


1/2 
Cc 
of a number of maps showing the principal electrical y 
supplied towns and transmission systems in Australia 
and New Zealand, and defining the boundaries of d.c 
and a.c. supplies in city areas. A useful statistic: 7 
section also has been included. giving general informa- 
tion regarding major power installations, number of 
electricity consumers in each state, power used for in- 
dustrial purposes. and other matters. The informa- 
tion regarding individual supply undertakings has heen 
considerably amplified, with more details regarding 
tariffs than have hitherto heen available, and particu- 
lars of fuel consumption and costs for local genera- 
tion, wherever obtainable.” + 
1324. Taylor, F. S. 
ence. London, Wm. 
677 il. 8s. 6d. 
Electrical rev., N 27 °36. p. 754, 1/3 col. 
a textbook nor a history of the sciences, 


The world of sci- 
Heinemann. 1063 p., 


“Neither 
but it aims 
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at answering in simple terms the questions which 
present themselves to the ordinary man and woman 
and, shall we add, the rising generation. . . Matter 
is well classified and arranged, diagrams and half- 
tones in great number add interest, and we should 
say that while the volume will be acceptable to elec- 
trical beginners and students as a gift book, it will 
be enjoyed by the non-scientific lover of scientific 
hooks.” 
s simile 

1325. Taylor, H. M. Life’s unknown 
ruler. An exposition of the teaching of 
Georg Groddeck, M.D. London, C. W. 
Daniell Co. 80 p. 2s. 6d. 

Brit. jl. of med. psychology, N ’36, p. 162, 5/8 p. 
“Lives of great men all remind us that these appear 
very ill in potted form, and never more so than with 
a man like Groddeck, whose great wisdom shone in 
what he did rather than in what he said.’ M. D. 
Eder. — 

1326. Taylor, P.G. Pacific flight. Lon- 
don, John Hamilton, Ltd. 262 p., 29 photos. 
8s. 6d. 

Aeroplane, D 16 ’36, p. 763, 2/3 col. “PG. 
T aylor is not only a very good pilot and navigator, 
but he is also a philosopher with a gift for expression. 
His book contains bits of drama, poetry and humor 
in a mixture which is hard to lay down, for he has 
the faculty which so few pilot- authors have—that of 
carrying the reader along in the cockpit to share his 
sensations. . . Is more than usually heart-warming in 
its frank and warm tribute to. . . Sir Charles Kings- 
ford Smith.” F. D. B. 

1327. Teschemacher, H., Ed. Handbuch 
des aufbaus der gewerblichen wirtschaft. 
v. 2, Reichsgruppe handel, by W. Giinther. 
Leipzig, Lithe & Co., 1936. 126 p. RM 
5.80. 

Stahl i eisen, D 3 °36, p. 1496, 1/3 col. W. 
Salewski. 

1328. a Sir J. J. Recollections 
and reflections. London, G. Bell & Sons, 
1936. 451 p., 10 * 18s. 

Nature, D 12 °36, 989, 3-1/2 col. ‘Sir Joseph’s 
interests are catholic pm why memories are ranging. 
Figure after figure comes to life, invoked by the 
power of a kindly memory and a genial pen, and we 
hear much of the giants of past days, and something 
of those who are still with us. . . The electron, posi- 
tive rays, isotopes; radioactivity, argon, relativity, 
electron diffraction—the story of these discoveries ... 
is unfolded in a pleasantly easy fashion that reminds 
us that Sir Joseph Thomson is a great teacher, as well 
as a great pioneer of discovery. Impossible to 
close the book without an increased sense of admira- 
tion for a great genius, Ys affection for a wise and 
kindly personality.”” A. 

1329. Thuilleaux, Xt Les chaussées en 
gravier stabilisé. v. 1, Essais et classifica- 
tion des ols rl v. 2, Technique de 
constructions et d’entretien. Pub. by Sol- 
vay & Co., Service de Documentation. 

Rev. univ. des mines, Au 736, p. 353, 1/2 col. 
F. Campus. + (See 2-898.) 


1330. Tinsman, R. Advertising people 
and copy slants. N. Y., Business Bourse. 
192 p. $2. 


Foundry, D ’36. p. 42. 1/3 col. “Does not purpor 
to be a text on the subject of advertising but oat 
because of having been written from the practical 
aspect, he Bs interest and value as such. Typical 
chapters: ‘Salesmen I Have Known,’ ‘Trade and 
Technical on aa = 

1331. Trader pub. co. The wireless 
trader year book, 1937. London, Trader 
Pub. Co., 1936. 132 p., 112 diary pages. 
5s. 6d. 

Wireless wid., D 11°36, p. 615. 2/7 col. “Now 
abridged specifications for nearly 500 broadcast re- 
ceivers, and characteristics of all valves in common 
use are given, together with base connections. Manu- 


facturers and distributors’ addresses and sources of 
supply of apparatus and materials, together with an 
index of proprietary names, constitute a comprehen- 
sive trade directory.”’ + ss : 

1332. Tydeman, G. F. Notes on phe- 
nomena of a geophy sical nature. Leiden, 
E. J. Brill. 146 p., 

Mining mag., D 36, . " 349, 1/2 col. “These notes 
are based on the author's contention that the theory 
of tidal forces which has prevailed for the last two 
centuries is > ag and results from a fundamen- 
tal misconception. . . Is possible that the volume will 
be of interest to some | . . . but it is not likely to 
have a wide appeal.” Shaw. + — 

1333. Ullmann, M. Molekilgréssen-be- 
stimmungen hochpolymerer _ naturstoffe. 
Leipzig, Steinkopff, 1936. 55 il. 31 tab. 
RM 15. 

Kunstseide, Jy ’36, p. 274, 1/3 col. + 

1334. Union of counties’ assoc. for the 
blind. Report on the prevention of blind- 
ness. London, Union of Counties’ Assoc. 
tor the Blind, 1936. 150 Pp. 2s. 6d. 

Brit. jl. of ophthalm., Au ’36, p. 487, 2-1/2 p. 
“Should be read by all ophthalmic surgeons and by 
all whose work of what kind soever brings them into 
touch with the public health. . . Separates the essen- 
tials from the non-essentials and will form a sure 
foundation for future work in this connection. fae 

335. U.S. forest service. Div. of en- 
gineering. Handbook of erosion control en- 
gineering on the national forests. Wash. 
(D. C.), Govt. Printing Off., 1936. 89 p.,, 
72 fig. 

Jl. of forestry, S ’36, p. 893, 2-1/2 col. “The first 
erosion control handbook designed primarily for use 
in the National Forests. It therefore emphasizes the 
measures which apply to comparatively undeveloped 
types of land rather than those for agricultural 
areas.” G. H. Lentz. + 

1336. U.S. Public works administration. 
The first three years of P.W.A. Wash. 
(D. C.), Govt. Printing Off. 44 Pp. 

Am. city, N °36, p. 95, 1/5 col. “Is in three 
sections entitled ‘Works,’ ‘Jobs,’ and ‘Gains’.” 

337. Vedder, W. O. Industrial dust 
control through exhaust systems. MHagers- 
town (Md.), Pangborn Corp. -° 

Concrete, S ’36, p. 20, 2/7 col. “Charts the prog- 
ress made by various types of dust- -collecting systems 
to the present time, and outlines in clear style the 
many advantages that modern dust control is bringing 
to industry today.” + 

1338. Vellard, J. Le venin des araignées. 
Paris, Masson, 1936. 311 p., 63 fig. 

Bul. biol. de la France et de la Belgique, Fasc. 4, 
"36, p. 536. 2/3 p. M. C. + 

1339, Verda, A. La chemica del vino. 
2nd ed. Torino (Italy), Casa Editrice 
Libraria, 1936. 

hers Italiana delle essenze, Je ’36, p. XXXV, 2/5 
co 

1340. Verein deutscher eisenhiittenleute. 
Richtlinien fiir einkauf und priifung von 
schmiermitteln. 7th ed. Berlin, Beuth- 
Vig., 1936. RM 9. 

Petroleum zcit.. My 27 ’36, VI, 1/2 col. 

1341. Vereinigten glanzstoff- dabeiken. 
Werbeabteilung. Glanzstoff-almanach. 

Kunstseide, Je ’36, p. 234. 1/6 col. R. U. + 

1342. Vogelsang, C. W., Ed. Handbuch 
des motor- und segelfliegens. v. 1, Pts. 1, 4, 
and 11. Potsdam, Akad. Vigsges. 
Athenaion. 229 p., 366 il. RM 2 each pt. 

Zeit. V.D.I., N 21 °36, p. 1428, 1/3 col. J. 
Bramer. + ‘4 


1343. Vogt, Die operative therapie 
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Stuttgart, Enke, 1936. 174 p., 238 il 
65. 
Arch. of ophthalm., D_’36, p. 1070, 2-1/6 p. 


“Has brought out many interesting points in this 
treatise on retinal detachment, and his views on the 
causation of retinal holes will be sure to stimulate 
study and research. Thanks are also due him for 
drawing attention to the good points of cathode elec- 
trolysis, its simplicity and the cheapness of the appa- 
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